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Reviewed by WALTER 


‘HE profession will welcome Edward F. Stevens’ 
‘| new and greatly enlarged edition of his book on 
hospitals. The subject is one which calls for expert 

‘vice. and those who have found themselves confronted 
with this very special problem have found, all too often 
to their sorrow, how difficult 
it is to get any exact infor- 
mation. The problem is so 
highly specialized, and infor- 
mation of the right construc- 
tive sort seems to be so lacking, 
that this edition 
doubly welcome. The Ameri- 
can hospital, with its close in- 
terlocking with the life of the 
community, is no longer the 
thing it was in the past. Few 
of the younger generation 
(should they become famous) 
will have log cabins to point to 
as birthplaces. Hospitals may 
soon begin the formation of a 
of those educators, 
presidents, etc. who have con- 
descended to greet this world 
from their thresholds! To go 
to the hospital was a most dis- 
quieting affair within the mem- 
most of us. The 
hospital is now infinite in vari- 
ety, and complete in the service 
of numerous types it renders 
to its particular community. 

ne is reminded, on glanc- 
ing through Mr. Stevens’ book, 
of the vast strides that the medical profession has made, 
and of the tremendous aids that are now available to the 
physician in furthering his efforts to cure. In fact, at 
times would to be an embarrassment 
riches; there is a fear that the mechanics of these vast 
nstitutions we have created may be and are sweeping 
away that personal contact between patient and doctor 
which is so necessary in the treatment of many ills. The 
rapid strides made in the treatment of special ailments 
( the development and perfection of special equip- 
ient, with the sales organizations that go hand in hand 
th them, make the problem of selecting, placing and 

‘rating of equipment a matter of unusual difficulty. 

hospital may at first flash seem to be a very simple 
‘Yair—take a hotel and back up a few operating rooms 

it, and there you are. That would be found to be a 

poor solution of the problem; for one thing, it is 

complicated enough,—not that a well planned hos- 
| isn’t simple and direct when well studied, but a hos- 

| is much more than floors of private rooms with a 
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THE AMERICAN HOSPITAL OF THE TWENTIETH CENTURY 


9 
v 
NOSTYTST THY Heyer 


Study of a Multi-story Hospital 
3utler and Stevens & Lee, Architects 


Any book reviewed may be obtained at published price from THE ARCHITECTURAL ForuM 


GRANT THOMAS 


few attachments. Its organization is most complex, and 
in its daily routine it must function smoothly 
lem of food service, the quiet and efficient handling 


~ 


; the prob 
of 
supplies, and the location and selection of proper equip 
ment, make the planning of a hospital a problem far 
a 


the profession. 


from one susceptible of stan 
ardization by 

The 
design a hospital will find a 
new and unusual problem on 
his hands, 


architect who has to 





he will find a new 
He 
is working in a highly special 
ized field, and he will shortly 
unless he 
through the mill, how little he 
knows about hospitals. To 
such a man, Mr. Stevens’ book 
will be useful. 
The controlling the 
problem are the usual factors 
of available funds, available 
land, plus type and size of 
community to be served, etc. 
If it is to be a hospital for spe- 


type of client to serve. 


realize, has 


gone 


found most 


factors 
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cial treatment, what services 
must it include? These and 
other multi-varied require 


ments so change the problem 
that an easy solution is out of 





the question. The architect 
a as e | will want information as_ to 
—_ = construction, as to the best 
tvpe of floor, wall, trim, win 
dow and hardware. He will 


be swamped with appliances and equipment ad nausecan 
It is important that he should know everything. HH: 
will be expected to advise on matters of equipment, m« 
chanical and installation. He will the 
arbiter between divergent medical opinions. His 
perience will indicate that, though architects may be 
difficult to get along with, there are members of other 
professions equally difficult to convince! To 
and 
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material 
We recommend it most heartily to architects. 
Mr. Stevens takes up the modern hospital in a very 


Mr. Stevens’ book will bring sustenance 


aid. 


logical way, and his chapters, beginning with the general 
considerations, take up the administration department, 
the ward unit in the general hospitals, the various othe1 
departments, from the to the psychopathic, 
tuberculosis, research and forth. There 
chapters devoted to the various kinds of hospitals,—such 
as the small hospital and the medical school hospital, 

and then he takes up in considerable detail the service 
portions of the building, such as the kitchen and laundry, 


surgical 
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GRADE SCHOOL 
BUILDINGS; BOOK II 


no department of architecture have the last ten 
years seen quite the progress which has been made 
with schoolhouses, a class of buildings of the first im- 
portance, since they exert a strong influence upon their 
communities, and by their architectural excellence or the 
lack of excellence they elevate or lower the architectural 
standards of entire districts. Study of school structures, 
particularly at the hands of a group of well known archi- 
tects, has resulted in their being given a high degree of 
architectural distinction and dignity in the way of de- 
sign, while study directed toward their planning and 
equipment has led to their being practical and convenient 
far beyond what was regarded as an advanced standard 
of efficiency anywhere in America even a few years ago. 
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Kensington Schoolhouse, Great Neck, N. Y. 
Wesley Sherwood Bessell, cArchitect 


HIS volume, a companion to another published in 

1914, records the results of endless study and experi- 
ment in different parts of the country, summed up and 
presented. By illustrations of exteriors and interiors, 
by floor plans and carefully written descriptions and 
articles by well known architects and educators, the pres- 
ent high standard of schoolhouse design is made plain, 
and these results which have been achieved by a few 
architects and school boards are thus made possible to 
all architects who are interested in schoolhouse design. 
The compiler has selected from almost 1000 exteriors 
and floor plans the school buildings to be illustrated, 
and the volume records “a process of innovation and 
elimination, namely, the introduction. from time to time 
of features which have been deemed desirable and prac- 
tical, and the elimination of things which, owing to 
changed school methods, are no longer required.” 


400 pages; 7% x 10%s inches 
Profusely Illustrated; Price $10 


ROGERS & MANSON COMPANY 
383 MADISON AVENUE NEW YORK 
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and the mechanical plant considerations, such as | 
ventilating and plumbing. One chapter is devoted 
details and finish, another to equipment, and finally 5 
chapter is devoted to the considerations of remvdelj; 
for a hospital. The text is profusely illustrat 


wit 
cuts of recent hospitals by various architects throucho 
the United States. The illustrations of plan arrang 
ments are profuse and exceedingly instructive, since aft, 
all, the architect’s greatest efforts will be to obtain proyy 


plan arrangements. There are many illustrations 
diagrams of the equipment for hospitals that 

prove of great value to those engaged in the p: 
working out of the multitude of problems of 
tion and equipment. To the hospital architect, th 
lem seems to be just one detail after another as the plans 
progress beyond the first stages. The work in its former 


edition has come to be regarded as the authoritative geuid 
to hospital architecture, and this revised edition makes 
it again available to architects, more valuable than ever. 
THE AMERICAN HOSPITAL OF THE TWENTIETH CEN. 
TURY. By Edward F. Stevens. Third Edition. 549 pp, 
7x 10 ins. Price $15. F. W. Dodge Corporation, New York. 


LOUIS XIV. By Louis Bertrand. Translated by Cleveland B. 
Chase. 366 pp., 6x 9 ins. Price $5. Longmans, Green & Co.. 
55 Fifth Avenue, New York. 


HE beginning of the greatness of present-day Franc 
may be said to have been made during the reign of 
Louis XIV. He mounted the French throne in his 
vouth, and the 72 years of his long reign saw Franc 
firmly welded into unity, and with unity thus secured 
there came attention to the useful arts,—the arts of peace. 
which placed France in the foremost rank among the 
nations of Europe, a position which, notwithstanding all 
subsequent mishaps and upheavals, France still holds 
\rchitecturally, the reign of Louis XIV _ was literally 
without parallel. “He re-made France in his own image 
With his engineers and architects, he laid out publi 
squares, planted the trees and flowers along the walks 
and esplanades, built a Hotel de Ville and a National 
Theater in the smallest provincial capital, and had water 
conduits installed in the streets, built monumental foun- 
tains everywhere, laid out roads, constructed fortresses, 
dredged harbors. The national museums are still filled 
with the work of his painters, his sculptors, his deco- 
rators. He went still further. He fashioned the souls, 
the feelings, the minds of his countrymen. Our souls 
are still both heroic and gentle, as were those of the me! 
of his day, as was his own. There is the same social 
quality in our attitude toward life. We need to share our 
sensations, to be sorrowful or elated in common. We have 
also the same need to think clearly, methodically, ration- 
ally, that was characteristic of the great prose writers 
of his age. Our democratic conceptions of life com 
from him,—that conception of a social order open t 
men of ability, in which personal merit takes prece- 
dence over birth. Our rules of social procedure ar 
those that he and his courtiers established. In the ! 
sense of the word, France remains the salon which hi 
wished it to be, modeled after the example he set at \ 
sailles. In this biography Louis Bertrand, distinguis! 
novelist, brilliant historian and member of the Frenc! 
Academy, has revolutionized both the popular and 
historical conceptions of Louis XIV. Louis emerg 
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ARTITIONS 


for Buildings 
of all kinds... 







RCHITECTS find that Hauserman Partitions of movable 
steel answer today’s demand for greater efficiency in office, 
store, factory—in buildings of all kinds. 


Movable—for quick adjustment to changing business needs, 
yet permanent in appearance; steel—for long life and low cost. 


Beautifully fashioned . . . slender posts, wide panels, all 
LS i means of assembly concealed, no screws, a smooth unmarred 
k appearance. Colorful, too, warm tans and browns, soft grays 
ie \ and refreshing greens; rich graining effects ... a modern 
& <i f Ay } touch for the business home. 


Remember, Hauserman furnishes “partitions for every 
place and purse” from coast to coast, rendering a complete 
partitioning service from planning to finished installation, 
assuring thorough satisfaction! 





It will profit you to send for complete information 


THE E. F. HAUSERMAN COMPANY, Partition Specialists 
6913 Grant Avenue CLEVELAND, OHIO 
Sales, Engineering and Erection Service at Direct Factory Branches in Thirteen Principal Cities 


“PARTITIONS FOR EVERY PLACE AND PURSE” 


HAUSERMAN 
PARTITIONS 


OF MOVABLE STEEL 
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Period Lighting Fixtures 





By far the most complete and authoritative work on this im- 
portant subject, it is a study of lighting fitments of all the historic 
styles of architecture and decoration. Carefully written by 
Mr. & Mrs, G. Glen Gould and lavishly illustrated, the volume is 
a dependable guide in the designing of fixtures for the most 


severely simple or the most elaborate interior of any kind. 


274 pp., 6 x 9 ins. 
Price $3.50 


ROGERS & MANSON COMPANY 
383 Madison Avenue New York 




















SHOP FRONTS 


English, American and Continental Examples 
Edited by 
FREDERICK CHATTERTON 


A py of the modern shop front, drawing for inspira- 
tion on the fine old fronts which still exist in 
England, France, and other countries of Europe. The 
volume includes in many instances plans and details. 
This is a work of practical value to architects called upon 
to plan and design the facades to small buildings, mak- 
ing them practical as well as architecturally attractive. 


104 pp., 94x12 ins. Price $7.50 


ROGERS & MANSON COMPANY 
383 Madison Avenue New York 
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from the book not as a voluptuous despot, but as 
creator of modern French civilization. The conce; 
of him as a ruler who outdid and out-influenced N 
leon is startling, but so real and convincing that « 
portrayals of the Grand Monarch pale by compar 
Having prepared his material with the scrupulous 
tnat the world has come to expect of French histori 
Mr. Bertrand has written with the spontaneity of a : 
elist. Casting aside transitional historical methods, he 
reconstructs for us the king’s personal life as if Louis 
were a contemporary character, picturing the gradual 
growth of a shy, bashful, timid boy hungering for affec- 
tion into the kindly but inflexible despot who for more 
than half a century made all Europe tremble.” 

Even the works of history and biography which are 
mest fascinating when read in their original text, fre- 
quently lose much when they are translated into English. 
A successful translator might be said to be, like a poet, 
“born and not made.” Too much therefore could scarcely 
be said of the translation from the French which Mr. 
Chase has made. He has made a work most charm- 
ingly written into a work which when presented in an 
E'nglish dress possesses all the spontaneity and freshness 


he 
mm 
0- 
er 
n. 
ire 


\V- 


which it possessed when it was presented in its original 
form. 


AMERICAN COMMERCIAL BUILDINGS OF TODAY. By 
R. W. Sexton, 309 pp., 9% x 12% ins. Price $18 Net. Archi- 
tectural Book Publishing Co., Inc., New York. 

Bsr volume is a survey of contemporary business 

buildings, stores and banks. It contains about 15 
pages of text, including the foreword of pertinent com- 
ment by Ralph T. Walker, and 295 large pages of re- 
productions of plans, renderings and photographs from 
as widely separated subjects as the modernistic Chanin 

Tower in New York to the ultra-conservative Pacific 

Gas and Electric Building in San Francisco. The brevity 

of doctrine and the great variety of illustrations make the 

volume a convenient reference source where he who 
runs through it may read his own theories of the trend of 
architecture. He can see in American commercial build- 
ing of today the dawn of an illumined tomorrow, where 
a national art shall rise resplendent, or where, if he be 
that kind of a reader, he can detect the itch for “some- 
thing different” which drives the architect to forsake the 
standards which have satisfied for centuries our mingled 
race and to plunge into expression of Mayan or basaltic 
origin. In the chapter entitled “Skyscrapers” is to be 
found what the well dressed perspective is now wearing, 

—which make the Gothic seem to be almost child’s play 

In the chapter on “Private Business Buildings” the gamut 

of style is run from Egyptian through Spanish to th 

later Mail Order. The two last collections, those ot 

Stores and of Banks are vividly contrasted ; the first are 

gay, audacious and ephemeral; the second solid and, be 

ing traditional, express permanency. 

Mr. Sexton has already published two similar volumes 
on contemporary design in the United States, the first 
a monograph on apartment houses, the second on the 
aters. To the office manager, overwhelmed with the 
ever-accumulating flux of architectural periodicals which, 
to remain serviceable, must be dismembered and filed ac- 
cording to subject, or else bound and carefully indexed, 
this clearly printed collection of nearly 500 plates offers 
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ROGRESS. . . a constant striv- 

ing to improve the unimprov- 
able. “‘No room for betterment 
here,’ everyone imagines. Then, 
suddenly, comes a new model—a 
new record—a new standard. 


Consider Gold Seal Treadlite and 
Marble-ized Tile—resilient, dura- 
ble; in high favor with leading 
American architects; specified for 
the nation’s finest buildings. Why not 
be satisfied? 

Well, we weren't! We saw room for 
two valuable improvements. 

First, beauty. The marbleized effects 
are more realistic than ever before. Let 
us prove this with samples! 


BONDED: 


Resilient Floors Backed 
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By all means, let us 
show you samples of 
thesenew spot-proof, 
stain-proof tiles, real 
aids in developing 
beautiful and prac- 
tical interiors. 
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Second, cleanliness. These tiles 
are now manufactured by the new 
Sealex Process, which penetrates 
and seals the microscopic pores in 
the material. Dirt and spilled ligq- 
uids stay on the surface where, 
without scrubbing, they can be 
easily and quickly mopped up. 

Formerly known as Gold Seal 
Tiles, our cork-composition tiles 
—since they are now made by the 


Sealex Process—will henceforward be 


known as Sealex Treadlite Tile and 


Sealex Marble-ized Tile. 


BonpDED FLoors COMPANY INC. 
Kearny, N. J. 


Authorized Distributors in Principal Cities 


LOOR 


by a Guaranty Bond 
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a compact and classified reference. To the designer of 
skyscrapers, to whom the latest news is the basic source 
of information, and to the practitioners of the cult of 


radicalism to whom the one-time standard reference 


books and measured drawings of the world’s monuments 
are septic, this garnering of the latest crops will prove 
profitable. ‘To the dreamer, the first hundred pages pic 
ture a portent dark and terrific against the dusk! 
THE GROWTH OF THE ENGLISH HOUSE. By 

Second Edition, Revised and Enlarged. 

Price $4.50. Charles Scribner’s Sons, 


Alfred Gotch. 


214 pp., 5/2 x 8% ins. 


New Y ork. 


A » every student of architecture knows, the English 
4 Ahome has been the product of centuries of evolu- 
tion or development, and the study of these successive 
periods as they are now studied in retrospect or review 
Mr. 
Gotch, whose name and achievements are known to all 
architects and architectural students, has been the author 
of many works upon a subject of which he has made a 
long and careful study. 


constitutes in and of itself an absorbing subject. 


This particular work which now 
appears in a new and revised edition “has now definitely 
established itself as a standard work on its subject and 
has been in constant demand for a period of some 20 
years. It is, in fact, one of the most readable and authori- 
tative ever issued on the development of English domes- 
tic architecture, tracing as it does in a single volume its 
progress and growth from early feudal times to the dawn 
of the nineteenth century, which saw the termination of 


the Renaissance tradition. It is a graphic and absorbing 


FORUM 


BOOK DEPARTMENT Part On 
narrative of which the illustrations, some 240 in all. { 
a unique pictorial record. They include general « 
views, interiors, features and details, doorways, wi 
metalwork, decoration, gardens, plans, etc., and ar 


from the finest photographs, drawings and old views. \ 
vantage has been taken of the demand for a new 
to add or substitute a number of fresh illustrations 
make various useful additions to the text of the volun 


HOW TO LETTER. By Maxwell L. Heller. Chairman of 4, 
Department, Seward Park High School, New York. 


64 pp. 
542 x 844 ins. Price $1 SBridgman, Pelham, N. Y. 


HE growing importafice of lettering, not only 
architectural profession, but also in advertising 
several more or less allied fields, lends particular valy 
to means by which the st:dent may learn to letter. No; 

only does Mr. Heller tel/ how to letter, but he s/ 
how. His examples are clear, precise and definite His 
text is simple, C rect and convincing. This book was er 
ated for the beginning art student, but it is also a stimu 
lant for the working artist and teacher. Unless one has 
attempted to do lettering, it is difficult to understand sony 
of the matters which are dealt with by Mr. Heller. Hi 
explains the letter elements and their combinations: th 
spacing of letters; Gothic and Roman letters, both upper 
and lower case; the correct drawing of figures and pric 
symbols, and other more or less closely related matters 
The volume also deals with the use of the brush and t 
making of layouts, this probably for the benefit of stu 
dents interested in several different forms of advertising 





Ti improvement which 
has accompanied the pro- 
gress of American architec- 
ture during recent years has 
been no more marked in any 
department than in that of an 
ecclesiastical nature. This has 
been due primarily to the rise 
of a few architects who by 
travel andstudy have acquired 
much of the point of view 
from which worked the build- 
ers of the beautiful structures 
which during the fourteenth 
century and the fifteenth were 
being built over allof Europe. 

These architects have 
closely studied the churches, chapels, convents and other 
similar buildings in England, France, Spain and elsewhere, 
and the result has been a number of American churches of 
an excellence so marked that they have influenced ecclesi- 
astical architecture in general and have led a distinct advance 
toward a vastly better standard. This improvement has not 
been exclusively in the matter of design, for plans of older 
buildings have been adapted to present-day needs, and old 
forms have been applied to purposes which are wholly new. 





345 pages, 6x9 inches, Price $7.50 | 
ROGERS & MANSON COMPANY, 383 Madison Avenue, New York | 


“CHURCH BUILDING”—By Ralph Adams Cram 


(A NEW AND REVISED EDITION) 





pie appearance of a new 


and revised edition of a 
work which is by far the bestin 
its field records this progress. 
Mr. Cram, being perhaps the 
leader among the architects 
who have led this advance, is 
himself the one individual 
best qualified to write regard- | 
ing the betterment of ecclesi- | 

| 





astical architecture. The 
editions of this work of 1900 
and 1914. which have for 
some time been out of print, 
have now been considerably 
revised and much entirely | 
new matter has been added, 
which in view of the change which has come over ecclesi- | 
astical building of every nature is both significant and helpful. 
Illustrations used in this new edition of “Church 
Building” show the best of recent work— views of churches 
and chapeis large and small, in town and country, buildings 
rich in material and design and others plain to the — | 
of severity, with the sole ornament in the use of fine | 
proportions and correct lines. Part of the work deals | 
with the accessories of the churches and their worship. 
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window shades 


How much do you pay for your shoes? $25 for hand-sewn ox- 
fordsin soft brown English leather? Or considerably less fora 
good American-made pair? Or $2.95 in a bargain basement? 





\ LUXURY price—a “gagd buy” price—a not luxuries. You're buying with a limited ap- 





cheap price. "i propriation for a school, hospital or business 

But window shade prices are different: — building. You want a good window shade —one 
Suppose you want the finest, the most lux- — that will give long trouble-free service —and 
urious window shade that money can buy — you don’t want to pay one cent more for it than 
for such a hotel as the Sherry-Nether- is necessary. In this case 


land in New York, the Stevens in 
Chicago, the Statler in Boston. You 


also, you choose Columbia 
Window Shades. 

choose Columbia Window Shades. Columbia Shades are 
On the other hand, suppose you're luxuries—minus the 


thinking of window shades as utilities, usual luxury tax. 





The Columbia Mills, Inc., 225 Firru Avenur, NEw YORK 


Baltimore Boston Chicago Cincinnati Cleveland Dallas Detroit 
Fresno Kansas City Los Angeles Minneapolis New Orleans Philadelphia 
Pittsburgh Portland (Ore St. Louis Salt Lake City San Francisco Seattle 


Cac uARANTE 
‘ » WINDOW SHADES 
Chamba NDOW SHAL 



















Nashville Trust Building, Nashville, Tenn. 












THE MATERIAL OF 














AR ¢ 





HITECTURAL 








DESIGN 





Asmus & Clark, Architects, and Bakelite Molded Switch Plate of the type used 


Bakelite Molded Switch Plates 


WITCH and outlet plates of 
Bakelite Molded have won 
wide acceptance among architects 
because of their intrinsic merit 
and superior appearance. The fact 
that the material of which they 
are made possesses excellent insu- 
lating properties, and provides a 
shock-proof cover for the elec- 
trical elements of wiring devices, 
is in itself a sufficient reason for 
their adoption. 
The additional advantages of 
permanent beauty of color and 


in keeping with the character of the finest buildings 


finish and freedom from corrosion 
in any climate or under any at- 
mospheric conditions, make Bake- 
lite Molded switch and outlet 
plates particularly desirable for 
fine buildings. 

All of the leading wiring device 
manufacturers can supply Bake- 
lite Molded plates in standard 
brown and black, and in colors 
to harmonize with wall decora- 
tions. Write to us and we will 
arrange to have sample shown 
you. 


BAKELITE CORPORATION 


247 Park Ave., New York, N. Y., 


Chicago Office, 635 W. 22nd St. 


BAKELITE CORPORATION OF CANADA, L7JD., 163 Dufferin St, Toronto, Ont. 


BAK 


REGISTERED 











LITE 


U. S. PAT. OFF. 


“The registered Trade Mark and Symbol shown above may be used only on products made from materials 
manufactured by Bakelite Corporation Under the capital “B" is the numerical sign for infinity. or unlimited 


quantity It symbolizes the infinite number of present and future uses of Bakelite Corporation's »roducts. 
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A THOUSAND USES 
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AN ADDRESS BY THE PRINCE OF WALES 
TO THE ROYAL INSTITUTE OF 
BRITISH ARCHITECTS 


N thanking you sincerely for the kind way you 

have received this toast, and for your hospitality 
to me tonight, I should like to allude to one or two 
of the many functions of the Royal Institute of 
British Architects and of its service to the nation. 

The two paramount objects of this Institute are to 
look after, first of all, architecture ; and secondly, but 
by no means least, architects. These functions, | 
consider, are of great importance to the whole of our 
We none of us can escape from archi- 
tecture, whether it be good, or whether it be bad. 
We are surrounded by architecture; we are affected 
by it every day of our lives. 


community. 


If our architects are 
dull and uninspired, we are condemned to live in 
ugly, ill-constructed buildings; we are compelled to 
go about our daily businesses in drab and ill-planned 
But if our architects can 
vive us surroundings that are both good to look at 


cities, towns and villages. 


and good to dwell in, the difference in our general 
well being and our outlook on life is wonderful. But 
fostering architecture is not merely a matter of act- 
ing, so to speak, as a watch dog over existing build- 
ings which should be preserved, or over plans of pro- 
posed buildings which should never be erected, 

though both those are important functions of the 
Institute. No, it demands also a very watchful eve 
on the interests of the architect himself. To do their 
best work for the nation and for the empire, your 
members must have their material interests consid- 
ered and safeguarded, and above all they must be 
provided with opportunities.. Ask the layman this 
question: “What is the first essential for an archi- 
work ?” 
“Bricks and mortar, and a piece of ground to put 
them on.” 


tect’s The layman will probably answer: 
If you were to ask even an Honorary 
ellow,—and how lucky that I should have achieved 
this great position by acclamation and not by ex- 
amination,—if you were to ask me, an Honorary 
Fellow, what the right answer is, I should 
“Clients.” The architect differs from other creative 
artists in this great point; he cannot begin to create 
until the community gives him his chance. The 
painter can paint a picture,—it may be a very bad 
picture, but he still has the hope that some silly fool 
will come and buy it. The musician can start play- 
ing, on the chance of collecting an audience. But the 
poor architect cannot go out and build a town hall or 
a hospital, or even a cottage, without a definite com- 
He cannot even start building a 
pig sty or a reptile house or a monkey house, unless 
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mission to do so. 


someone has a pig, or a reptile, or a monkey to put 
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into it. The work of the architect is not the produc 
tion of drawings, but the erection of buildings. And 
if this country wants beautiful houses, it must 
ploy the best architectural designers. If it wants 


noble public buildings, it must give the collective 


em 


genius of this great profession a free opportunity to 
compete for them,—otherwise it cannot exist. 

Mr. President, you have been kind enough to say 
a word about the architectural policy pursued on the 
Duchy of Cornwall estates, but I can assure you that 
this policy has not been followed solely for the good 
of the general public; it is also a sound business 
proposition. We have always found that in the ere 
tion of cottages or blocks of flats, the cheaper method 
is by getting architects to design them rather that 
by adopting stock patterns. The architect is mor 
economical and obtains his effects by trusting to good 
proportions rather than to unnecessary ornament 
On the Duchy of Cornwell estates we have always 
found that a well designed and simple building in 
variably gives greater pleasure to those who live in 
it and, 
home. 


still more important,—creates pride in th 
I would warn anybody who contemplates th« 
erection of a building, however great or howeve1 
small, of the fallacy that it is good policy to econo 
mize on the architect’s fees. Speaking as a landlord, 
[ can assure him that it is not. 

The conclusion of an after-dinner speech is always 
a difficult matter; perhaps that is why so many 
But 
the conclusion of my speech tonight is a very easy 


speakers take such a long time in arriving at it. 
and pleasant matter. I have been allotted the priy 

lege of presenting to Professor Ostberg the Royal 
Gold Medal for Architecture. 
this medal is the highest honor that this country can 
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bestow on any architect, and though the roll of those 


who have won it contains names which are famous 
all the world over, I doubt if there has ever before 
been more complete agreement on the choice of any 
recipient. By common consent, Professor Ostberg’s 
masterpiece, the new town hall in Stockholm, is one 
of the greatest buildings ever produced by human 
genius, and | know full well that | am speaking on 
behalf of all British architects when I say we are ver) 
proud that our Gold Medal should be in his hands, 
A CORRECTION, 

N article entitled “Structural Features of Some 
in the Novembet 
ForUM 


Modern American Churches” 
of THe included, 
among other illustrations, two views of the “Rivet 
side Church,” New York. 
panying the illustrations of this church, on pages 7306 
“Henry C. Pelton and Allen & 
Architects,” 
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The credit lines accom 
and 737, should read: 


Collens, Associated instead of as printed 
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harmony. 


— demonstrating how fine wood fur- 
niture requires fine wood partition 


We have been supplying partition for 
offices since 1909. A few years ago we 
sensed a change impending in the busi- 
ness man’s attitude towards his office. 
We sensed a surging insistence upon 
greater office beauty. . .a subtle shifting 
from cheap wood to the use of fine wal- 
nut or mahogany for office furniture. We 
anticipated that it would lead toa grow- 
ing demand for partition in these fine 
..to harmonize with fine wood 
furniture. - 


woods ° 


But at that time the use of partition 
in walnut or mahogany was rare. The 
price was all but prohibitive. We set 














ourselves the task of bringing the price 
within reason. We seculiabadieal ane 
factory methods. We improved the de- 
sign of our partition. We invented new 
processes. Then... just about a year 
ago... we introduced New Telesco 
Partition. 

New Telesco enables any building 
to afford rich walnut or mahogany par- 
tition. For it offers partition in these 
fine woods at a price but little higher 
than painted or stained imitations. This 
ichievement has proved a boon to build- 
ing owners. Many tell us Telesco actual- 
ly makes it easier for them to get tenants, 
because it harmonizes so beautifully 
with the finest office furniture. 

Have you seen the Telesco booklet? 
It not only pictures new partition beauty. 
It describes new partition utility... 
Telesco’s special lacquer finish, the long- 
est lasting finish used on any partition. 
Its mop-proof, knock-proof base which 
protects Telesco’s beauty. Its telescop- 
ing posts, adjustable to any ceiling 
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Telesco Partit; 
paneled to seven 
height with clear gla 
above 








height. The convenient-width sections, 
which make Telesco more adaptable, 
and more economical to the building 
owner. Telesco’s unusual portability. . 
you can take it down, move it around 
and re-erect it without noise or damage. 

If you haven't seen this booklet of 
ours, we shall be glad to send you a 
copy upon request. 


HENRY KLEIN & CO., INC. 
with which are consolidated the IMPROVED OF! ICE 
PARTITION CO., and DRIW OOD CORP. Est. 1909 


General Offices and Plant: Elmhurst, N. Y- 
New York Office: Dept. A, 11 East 37th Street 
Branch Offices in Boston . . . . «. Detroit 
Philadelphia and Pittsburgh 
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A GLANCE at the Medical Center as it stands 
vi today,—a towering group of skyscrapers, prob- 
ably unprecedented in mass as applied to the needs 
of one medical undertaking,—gives to the discerning 
observer an immediate sense of the complexity of 
the problem involved in its design and construction. 
\nd if that observer happens to be aware that here 
in this group of buildings there are to be housed 12 
units—with common interests, but widely diversi- 
fied in equipment and functions, all of which must 
be coordinated for a joint end,—he may be further 
impressed with the comprehensiveness of the task 
which confronted the organizers and architects of 
the Medical Center. That in spite of complexity of 
function, a decided unity of effect has been achieved 
in the group, from the architect’s standpoint, is par- 
alleled, from the physician’s angle, by an intelligent 
unifying of all the branches of medicine,—in the 
three phases of treatment, teaching and research,— 
accomplished by the codperative effort of the 12 
units. As indicative of the stress and difficulty of 
the situation for both the Joint Administrative Board 
of the Medical Center and the architects, it should be 
kept in mind that while originally the cooperating 
units were only two,—the Presbyterian Hospital and 
the College of Physicians and Surgeons,—by the 
time the first of the new buildings was ready for 
occupancy, early in 1928, this number had been in- 
creased to 11, and is now 12, by the addition of the 
Vanderbilt Clinic; the Sloane Hospital for Women; 
the Squier Urological Clinic; the Presbyterian Hos- 
pital School for Nursing; the Stephen V. Harkness 
Pavilion for Private Patients; the School of Dental 
and Oral Surgery, and the De Lamar Institute of 
Public Health, both of Columbia University; the 
Babies’ Hospital of the City of New York; the Neuro- 
logical Institute of New York; and the New York 
State Psychiatric Institute and Hospital. With plans 
of organization thus continually in a state of flux and 
with policies of codperation between the various units 
repeatedly under discussion, the architects had the 
responsibility of crystallizing and_ re-crystallizing 
ideas and designs to meet the changing situations. 

In September, 1921 the Joint Administrative Board 
undertook an extensive survey not only of medical, 
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dental, nursing, and other allied schools, together 
with the various hospitals and research 
laboratories as they exist in this country and Eu 
rope, but also of the study of the best current medi 
cal opinion and practice in general, and of what would 
be the requirements if these practices were ideally 
correlated by institutions. As tangible evidence of 
the investigation, several hundred plans with data 
were assembled from the principal centers of medical ° 
science. 


types of 


At the same time, as the various units en 
tered into their agreements with the Medical Center, 
their histories, needs, future aspirations, and finan 
cial situations were studied in themselves, and as they 
affected one another. This period of preliminary study 
by the staff of the Joint Administrative Board lasted 
for two and a half years. Specifically, the mech- 
anism of operation in regard to the actual plans of 
the greater portion of the Center was this: The data 
were classified by institutions, by departments and 
sub-divisions of departments ; each room was named, 
numbered, its function, personnel, equipment and 
relationship to other rooms described or estimated as 
far as possible, the whole finally making up a build 
ing program of several volumes. In the meantime. 
as fast as this material was assembled it was turned 
over to the architects, who with this advice pro 
duced a set of sketch plans which they presented to 
representatives of the particular unit involved, for 
the usual criticism of detail. The plans as eventually 
evolved included space allotments for future build 
ings as well as for the expansion of the present 
structures. In January, 1925 the ground was for 
mally broken, and the excavations were begun. 

The general layout of the buildings, as determined 
by certain fundamental needs of the codperating 
units, may be of interest. First there was the neces 
sity of juxtaposition and codrdination of related se1 
vices for the College of Physicians and Surgeons and 
its main teaching field, the Presbyterian Hospital, 
which in turn uses the laboratories of the College 
for service to both patients and to nurses training. 
These joint requirements were met by connecting the 
22-story Presbyterian Hospital building (which also 
houses the Sloane Hospital Women and the 
Squier Urological Clinic) by a stem or axis building 
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Looking Southeast from Corner Ft. Washington Avenue and 168th 
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Street. Left 


bulance Garage; Center Foreground, Service Building; Right Foreground, Harkness 


of Physicians and Surgeons; 
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Center Background, Presbyterian Hospital 








Building, Am 
Background, College 


Foreground, 
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Service Building (Left Foreground), College of Physicians and Surgeons (Left Background), Harkness Private Pavilion 
(Right Foreground), Presbyterian Hospital (Right Background) 
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Patients’ Entrance (On Broadway); Presbyterian Hospital in Background; Vanderbilt Clinic and School of Oral and Dental 


surgery (At Right); Babies’ Hospital (At Left) 
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Neurological Institute from Southeast (Or from Entrance to Harkness Private Pavilion 
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N. Y. State Psychiatric Hospital from the Northwest on Riverside Drive Front, (Sullivan W. Jones, State Architect, 
Right, Anna C. Maxwell Hall, School of Nursing Residence (James Gamble Rogers, Architect ) 
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with the College. 
immediate, 


Communication floor is 
the laboratories and departments of the 
medical school being so far as possible on the same 
floors as the hospital departments with which they 
are most intimately while the axis build- 
ing is used for work which concerns both institutions. 

It was that the Vanderbilt Clinic 
building (which houses on its three top floors the 
School of Dental and Oral Surgery) should directly 
adjoin both the medical school wing (to afford ac- 
cessibility for students) and the main hospital group, 
for which it serves as an admitting unit, 


on every 


associated, 


also obvi us 


its entrance 
being convenient to lines of transportation. Con- 
tiguous to the Presbyterian Hospital building on the 
west, with direct access to its operating rooms, is the 
Harkness Pavilion for Patients, 
spondingly located on the east is the ] 
pital, still under construction. 


and corre- 
3abies’ Hos- 
The orientation of the 
group is such that all patients’ quarters, 
private rooms, 


Private 


wards 
have sunny exposures, while areas to 
the north are used for service rooms, laboratories, etc. 
In the cases of the Neurological Institute of New 
York and the New York State Psychiatric Institute 
and Hospital, the nature of their specialties and cer- 
tain other location apart 
from the main group. Consequently, they were placed 
on the opposite side of Ft. Washington 
which divides diagonally the 20- 


considerations demanded 


Avenue, 
cre site. In close 
because of their related work 
still under construction at this date), they 
tunnels to the main group. The 


proximity to each other 
(both are 


will be connected by 


» 
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Anna C. Maxwell Hall, 








DESIGN Part On: 
the residence of the Presb, 
terian Hospital School for Nursing, is also dissi 
ciated from the other buildings to give the nurses a: 
ideal residence site overlooking the Hudson, and t 
ensure a reasonable isolation from the scene of thei 
intensive work with the sick. 

Of special interest was the building problem o{ 
the Psychiatric Institute, in that its site is on tw 
levels, with a sheer drop of 85 feet over a cliff and 
retaining wall. Making an asset of this situation 
Sullivan W. Jones, the State Architect at that time, s: 
planned that the entrance from its higher level (look 
ing toward the main group) gives access to the ten 
upper stories devoted to 
work, while the facing the river 
and with the natural rock as backing, offer the 
greater seclusion desirable for the mentally ill. 

Skyscraper construction has been used for metro 
politan hospitals in numerous instances, but never to 
the extent to which it is used at the Medical Center 
Its time-saving possibilities and its other advantages 


research and out-patient 


ten lower stories, 


for the sick have been developed to a new degree 
With 22 elevators in the main group of buildings, 
some of these serving as a connecting link between 
two or more institutions, the availability of all 
branches of the medical service becomes a matter 
This is only one instance of the applica- 
tion of a modern device to the special needs of the 
hospital. the heights of the 
buildings, roofs and terraces have lent themselves par- 
ticularly well to the purposes of recreation and rest 


of seconds. 


Because of varying 


° - MEDICAL: CENTER: NEW-YORK:N‘Y: 
- PRESBYTERIAN - HOSPITAL - 


PLAN-OF- EIGHTEENTH - STORY - FLoon- AR 
RECREATION - 


= : — _ 


So ee 


eninge eZ. J) 





iL. 
ri i 














Yecember, 1928 THE 
or convalescents, and the economy of ground space 
ncidental to skyscraper construction has left room 
or a garden and campus which are of psychological 
is well as physical importance to the patients. These 
ire, perhaps, from the architects’ viewpoint, merely 
by-products. 

Turning to the larger aspects of the achievement, 
the question may be asked: “What form has this 
building project assumed? Is it an adaptation of a 
recognized style of architecture, or is it something 
entirely new?” In making the fundamental designs, 
the architects were very closely governed by the 
exigencies of the various units. Furthermore, in an 
enterprise so vast, depending largely on private con- 
tributions, which, munificent in themselves, have 
nevertheless not been unlimited in proportion to the 
undertaking, economy was urgent. With these two 
factors directing and constricting the architects’ plan, 
traditions and historic styles were abandoned. Orna- 
mentation was reduced to the minimum. Even sym- 
metry was neglected, except as it furthered the best 
planning of the interiors. The resulting irregular 
massing of skyscraper against skyscraper may be 
said to have, in its cumulative effect, the beauty which 
comes from austerity and simplicity,—from perfect 
adaptation to its end. So there has been created 
something new and outstanding in the field of design, 
while at the same time the profession of architecture 
has made a notable contribution to the world of med- 
icine. In this connection tribute should be paid to 
James Gamble Rogers, architect of the Joint Ad- 
ministrative Board, and responsible for the main 


unr FLY 


ARCHITECTURAL 





FORUM 787 
group of buildings; Henry C. Pelton and James 
Gamble Rogers, associated architects for the Babies’ 
Hospital ; and to Sullivan W. Jones, architect for the 
New York State Psychiatric Institute and Hospital. 

Now to all of us who have been associated in the 
years of planning, there comes the hope that the ef- 
forts of the professions of medicine, architecture and 
building may have produced something more than a 
mere machine of relative perfection in its day, and 
that they have made possible an intellectual uniting of 
medical teaching, medical research, and care of the 
sick not accomplished heretofore. Then comes a wish 
that whatever step forward the Medical Center of 
New York may prove to be, it may be followed, as 
surely it must be, by other and greater advances in 
medical center planning in the future. 





Note. 
the Medical Center, which has attracted world-wide 
attention, consists at present of these units: 


Kditor’s As has already been explained, 
College 
of Physicians and Surgeons of Columbia Univer- 
sity; De Lamar Institute of Public Health of Colum- 
bia University ; School of Dental and Oral Surgery ; 
Presbyterian Hospital of New York; Presbyterian 
Hospital School of Nursing; Urological 
Clinic; Harkness Pavilion; Neurological Institute 
of New York; Babies’ Hospital of New York; 
Sloane Hospital for Women; and the Vanderbilt 
Clinic. The New York State Psychiatric Institute 
and Hospital, an institution owned and operated by 
the state, is also located at the Medical Center and 
will operate under an agreement with the Joint Board. 
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The Three Ward Wings from the Southwest 
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On the East Roof of Presbyterian Hospital, Looking West to Central Tower 
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COST AND CONSTRUCTION 
Date of Completion: July, 1926. 
Type of Construction: Reinforced concrete 
Exterior Walls: Stucco and stone 

Floors: Various. 

Windows: Metal. 

Heating: Steam. 

Cost of Building, with Equipment: $1,000,00( 
Number of Beds: 150 
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COST AND CONSTRUCTION DATA 
Date of Completion: January 1, 1927. Cubage of Buildings: Present buildings, 4,800,000 feet. 
ype of Constructi Reinforced concrete Completed group, 6,300,000. 
1c hee lar ». . oa 

Exteriog Walls: Reinforced concrete with terra cott Cubic Feet Per Patient: 7,000 

and Cost of Building, without Equipment: Present cost 
R Partly tile and partly felt and gra composi plus estimated cost of completion, $4,250,000. 

Cost Per Cubic Foot Completely Furnished: Based on 

| Cement le and battles] 1 leum completed group, 70 cents 
Window Wood except in operating rooms, where Number and Cost Per Bed: Present capacity, 456 beds. 

metal is used; double-hung and transoms. Capacity when complete, 900 beds $5,000 per bed. 
leati Central plant. stean fuel. Direct radia Cost of Operating Per Bed Per Day \t present, 
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COST AND CONSTRUCTION DATA 
Date Completion: November 1, 1927. Ventilation: Exhaust through fan in attic. 


ype of Construction Irepr Cubage of Building: 828,930 


1] 17 +3) tee . . 49 
ais: J W e, stucco. Cubic Feet Per Patient: Gross 7431, Minimum 


Steel trusses, gypsum slab, tile, copper trin yr ward, 960, 
Reinforced concrete, ribbed joist. tile filler, til Cost of Building, Without Equipment : $519,373; or pe: 
cubic foot, 63 cents 
\ “1 Cost Per Cubic Foot C mpletely Equipped OY « 
Vapor modulation. oil irning. direct radia Number and Cost Per Bed 125 beds; « 
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COST AND CONSTRUCTION DATA 


Date of Completion: May 3, 1928 
[ype of Construction: Steel frame 
Exterior Walls: Curtain walls, reinforced concrete 


Roof: Concrete slab with tile roof. 

Floors: Concrete with linoleum 

Windows: Double-hung, wood. 

Heating: Steam heat. 

Ventilation: For kitchen, toilets and operating rooms. 


Cubage of Building 1,500,000 feet. 


= Feet *Per Patient: 7317 \ctual air space per 
patient in 1 patients’ rooms varies from 1,000 to 2,012 
( bi Te¢ 

( r B uilding, Without Equipment : $899,000, includ- 


architects’ commission 
Cost Per Cubic Foot, Completely Furnished : 65% cents 
Number and Cost Per Bed Per Day: 205 beds at 


\verag price of $4. 
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COST AND CONSTRI 


Date of Completion: November, 1926. 


Type of Construction: Reinforced concrete c: 


beams and girders. Floors, concrete rib construction. 
Exterior Walls: Brick above water table and concrete 


block facing below. 


Roof: Wings are roofed with promenade tile. 


mainder 3-ply felt, pitch and gravel. 


Floors: Corridors, wards, etc..—rubber ‘tile 








CTION DATA 
Heating: Vapor. 

lumns, “ee : . 

Ventilation: Forced draft. 


Cubage of Building: 1,400,000 feet. 


R Cost of Building Without Equipment : $998,500. 
Ac- 

Number and Cost Per Bed: 152 beds at approximately 
Stairs, $7,000. When completed, $5,500. 


baths, etc., terrazzo. Tile, cement and wood elsewhere. 


Windows Wood double-hung windows exc 


chapel, where casement windows were used. 
steel windows in operating room. 


Cost Per Bed Per Day: $5.63. 
ept in ; 
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completed. 
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Cubage of Building: 3,220,000 feet. 


Cost of Building 
Number of B ved 500 
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ry Without Equipment : 


1928 Windows: Steel. 
nstruction: Steel skeleton Heating: Modulating. 
s het , Ventilation: Fresh air supply and exhaust 
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$3,700,000. 
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ompletion: January, 1924 
Type of Construction: , reinforced concrete. 
Clay tile on concrete slab. 


Linoleum on concrete slabs and jo 
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Ventilation : 


Cost of Building, Without Equipment : $400,000. 
Cost Per Cubic Foot, Completely 
Number and Cost 


Cost of Operating Per Bed Per Day: 
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Cubage of Building: 719,250 feet. 
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COST AND CONSTRUCTION DATA 
} ( N 192 He Vacuum stean 
( Fire I 2 Ventilation Exhaust for inside toilet supply and 
Wal R, , eo <haust for operating rooms. 
ne 1 holl: Cuhage Building: 2,200,000 feet 
( ( Feet Per Patient 7285 
| istic Cost of Building Without Equipment : $950,00' 


Bed: 302 at $314 
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COST AND CONSTRUCTION DATA 

Date of Completion: June, 1926. 

Type of Construction: Reinforced concrete. 

Exterior Walls: Brick 

Roof: Gravel 

Floors: Concrete 

Windows: Wood, double-hung, except in operating 
rooms, where casements were used. 

Heating: Low-pressure steam. 

Ventilation: Operating rooms and all toilet rooms ven- 
tilated 

Cubage of Building: 1,831,400 feet. 

Cuhic Fect Per Patient: 6,630 

Cost of Building, Without Equipment : $1,009,000. 

Cost Per Cubie Foot: 55 cents. 

Cost of Operating Per Bed Per Day: $6.82. 
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COST 


Date of ¢ mpletion : October, 1927. 


“xterior Walls: Brick facing, with 8 
backup tile, furred with 1 inch split 


Long-span reinforced 
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AND CONSTRUCTION DATA 


Finished Floors: Terrazzo floor and base throughout 
corridors, shower rooms, kitchens, etc. Maple wood 
flooring in patients’ rooms. 

Windows: Double-hung type, wood 

Heating: Vacuum steam heating system. 

Ventilation: From kitchens and operating rooms only, 

electric exhaust fans. 

Cost of Building, Without Equipment : $739,285.79. 

Number of Beds: Sixty private rooms; 40 beds in 
wards of 10 each. 
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CONSTRUCTION DATA 


Date of Completion: August, 1928 Heating: Steam. 
[ype of Construction: Brick, reinforced concrete. Ventilation: Fans. 
Exterior Walls: Brick Cubage of Building: Ward building, 975,000; service 
Roof : Concrete. building, 310,000; connecting corridor, 67,800; power 
Floors: Concrete house, 183.700: administration building, 158,000; out 
Windows: Some steel. some wood patients’ building, 381.000; nurses’ home, 365,500 
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COST 





AND CONSTRUCTION DATA 


Date of Completion: April 19, 1927. Heating: Direct steam radiation. 
ype of Construction: Reinforced concrete. Ventilation: Electrically operated mechanical ventilat 
Exterior Walls: Concrete with a plaster dash coat. ing system. 
Roof: Covered with tile on pitched surfaces; comp: Cubage of Building, 2,300,000 feet. 
sition for all flat decks Cubic Feet Per Patient: 8,014. 
Floors: Heavy battleship linoleum used generally, with Cost of Building, Without Equipment: $1,240,175. 
tile; wood and terrazzo where special conditions 


Cost Per Cubic Foot: 53 cents. 


occur, - - e ° : . ° o =, 

Wind Doubl a Cost of Building, Completely Furnished: $1,472,000 or 
indows ouble-hung in patients’ rooms and various Sp ; 
types of casement a social metal sash in operating 4 cents per cubic foot (not including chapel). 


portion, et Number and Cost Per Bed: 287 at $5,126. 
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CHILDREN’S CLINIC, MEMPHIS 
GEORGE MAHON, JR., ARCHITECT 








LTHOUGH a one-story building, simple and entrance portico by the use of engaged columns and 
4 Adirect in plan, the architects have created a de- a heavy entablature. Possibly the omission of this 
sign monumental and dignified in character. The treatment and the substitution of brick in interesting 
rooms have high ceilings with air space above which panels between and above the openings of this por 
keeps the temperature cool in summer. The use of — tico might have contributed to a more modern spirit 
brick in patterns and bands relieves the plainness in the design. The planning provides for an excel- 
of the stucco walls. Importance is given to the lent and economical disposition of available space. 
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FRANK E. CHAPMAN 


DIRECTOR, MT. SINAI HOSPITAL, 


CLEVELAND; 


CONSULTANT, HOSPITAL 


ORGANIZATION, BUILDING AND OPERATION 


A? a preliminary to a discussion of a program of 
development and an evaluation of hospital 
planning trends of the last few years, it is deemed 
essential to submit in general terms an outline of the 
demands that the planning of the general community 
hospital makes upon the individual responsible. It 
is, after all, the general community hospital that a 
large majority of the readers of THe Arcnuirec- 
TURAL ForuUM are interested in. Proprietary hos- 
pitals have, of course, their place in the communal 
health scheme, but they are relatively few in num- 
ber, and their problems are not as complex as those 
of the hospital designed to render general community 
service. The hospital building program is one of 
the most complex problems presented to the archi- 
tect. This statement has ample confirmation by 
recognized authorities in the profession. By the large 
extent of mechanical costs in a hospital building a 
part of this complexity is accounted for, but this is 
by no means the real problem. The problem is the 
proper evaluation of the professional needs of the 
institution, related to the health service demands of 
the community. The modern hospital has ceased to 
be a self-contained unit. Its operation is a composite 
of all the requirements of the health program of the 
community. The individual responsible for planning 
must properly evaluate service needs and present to 
the community a finished plant, equipped within the 
limits of the building budget to meet the demands of 
all phases of the community health service. 

The practice of medicine is itself becoming more 
and more complex. It is within the memory of 
many when the clinician needed no supplemental 
facilities to aid him in the diagnosis and treatment 
of disease,—when the percussion hammer (in many 
instances there were used instead the first and sec- 
ond fingers!) and the stethoscope were all that were 
used. That day is past. The modern practitioner 
of medicine relies no longer entirely on his own find- 
He confirms these clinical 
findings by the X-ray, the pathological, bacteriolog- 
ical, and chemical laboratory, by the electro-cardio- 
graph, and by other services of precision, that are 
deemed essential to the modern practice of medicine. 
The equipment necessary to render these services is 
expensive, and the technical assistants require a high 
degree of training. 


ings for a diagnosis. 


Their proficiency in their work 
depends largely on there being a number of patients 
far greater than the average practitioner of medicine 
can expect. Therefore, except in isolated instances, 
the doctor has refrained from the development of 
these facilities as a part of his office equipment, and 
is relying upon the hospital to furnish them. An- 
other phase is the recognition on the part of the at- 
tending physician, that scientific nursing care, proper 
dietary service and proper control of patients, can 
best be secured in the hospital. To summarize, the 
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modern hospital is the health center of the com- 
munity it serves. Its obligation to the patient and 
to the attending physician is to furnish every known 
means for the scientific diagnosis and treatment of 
disease. To meet that obligation, within the limited 
building budget of the average hospital, requires an 
intimate understanding of operating problems to 
allocate areas within the building to these services. 

Selection of Site. Many readers will recall hav 
ing been confronted with the necessity of properly 
using a site received as a gift, or a site purchased in 
advance of a program because it was cheap or be 
cause of expediency. It is true that with motor 
transpoitation, distances are not as important as 
they were formerly, but it is equally true that the 
proper selection of a site is exceedingly important to 
the future operation of a hospital. It is believed that 
a hospital should be closely adjacent to an artery of 
travel. If at all possible, it should not be located on 
but reasonably close to a street car line, for the con- 
venience of visitors and the personnel of the hos- 
pital. Ideally, perhaps, from a standpoint of en 
vironment, the hospital should be located in the 
country, but such a selection could be made only 
without regard for other considerations that are of 
greater importance. In considering the environment, 
sources of air contamination must eliminated. 
Adequate sewage disposal and water supply are pre- 
requisites. ‘The site must be sufficiently large to per- 
mit of a proper location of buildings, with adequate 
areas for courts. Plan the location of the first build 
ings thereon so that expansion of the institution may 


be 


be made easily and at a minimum of cost. Evaluate 
the site as it relates to other hospitals in the com- 
munity, to the end that there may be a reasonable 
geographic distribution of hospital facilities. 
Type of Building. There are three general types 
of buildings to be considered: (1) The pavilion type ; 


(2) the H-shaped, or modifications thereof; and 
(3) the multi-storied parallelogram. The pavilion 


tvpe of institution has seen its ultimate development 
in European countries where ground values are rela 
tively low and where operating labor costs are not 
It 
on the theory that isolation of types of disease de- 


as great as thev are in America. was conceived 


manded individual buildings. With our present un 
derstanding that disease may be controlled “inter 
floor” as well as “inter-building,” the philosophy of 
this planning is dissipated. When one further real 
izes that land values in the average community are 
high, that the excess cubage contained in necessary 
connecting corridors produces excessive bed costs, 
and that the maintenance cost of this type of institu 
tion is exceedingly high, it logically follows that we 
see a departure from use of the pavilion type of in 
stitution. Practically, the complete elimination of the 
pavilion type for general hospitals has been a definite 
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trend of plan of the best type in the last few years. 

There are grouped together for discussion many 
modifications of the There is no 
question that this general scheme lends itself to use 


H-type design. 


very efficiently, from both an operating and a con- 
The the ultimate 
institution should govern, in large measure, the de- 


struction point of view. size of 
termination as to which of these general forms is to 
be followed. If the various major operating facilities 
may be units so 
planned that visual control of individual patients’ 
units is obtained (which can all be done), 
mitted 


properly located, and the nursing 


it is sub- 
that for the hospital of 150 beds or less this 
reneral type of plan is perhaps the best that can be 
adopted. It will please be understood that this is a 
general statement only. There is no such thing as a 
“best type” or “best plan.”” Each program presents 
a problem unique in itself. The multi-storied paral- 
lelogram is gaining increasing favor in large centers 
of population, where land values are high and where 
the community is accustomed to up-and-down travel 
to a degree which is not the case in small communi- 
ties. With modern elevator equipment, vertical travel 
is much more economical than horizontal travel. The 
stacking of mechanical facilities of various types that 
must be duplicated in many places is more economical 
of construction than any other plan. Therefore, we 
see perhaps the greatest change in hospital planning 
in the examples of 20-, 25- and 30-story buildings 
developed for hospital service. 
General Planning and Development. With an un- 
derstanding that we are discussing the average hos- 
pital, and in no sense of the word attempting to pre- 
sent a formula for the planning of all hospital build- 
ings, it is a fairly accurate general statement that 
the size and type of the hospital are predicated in 
large measure upon the character of nursing service 
to be rendered, and an evaluation on the part of the 
operating personnel of what constitutes an ideal 
The remainder of the institution must 
be planned around the nursing unit, and the location 
if all correlated facilities must of necessity be de- 
their With 
premise, there is the necessity of determining the 
tvpe of patient 


nursing unit. 


termined by relation to it. this as a 
furnished, and the 


statement 


facilities to be 
as to what 
onstitutes the ideal nursing unit cannot be made by 


size of the nursing unit. A 


reason of the many factors that enter into the de- 


termination of its size. Somewhere between 28 and 


35 beds is the ideal nursing unit. Experience demon- 
that a charge 


strates nurse cannot efficiently take 


care of more than 35 patients, and that any number 
helow 28 patients is not of sufficient size to engage 
} 


her undivided attention. Accepting this, it is then 


necessary to determine the ratios of private, semi- 
private and ward beds that are to be provided. 
Recent 


hospital developments have almost - uni 


versally eliminated the large ward. Administrators 
recognize its inflexibility. Modern practice recog- 


nizes that the environment which characterizes large 


wards is not conducive to ideal medical practice. 
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wards 


furthermore, large interfere with many 
schemes of development unless they are put in sep- 
arate buildings. We, therefore, see the development 
of ward facilities in four-, six- and eight-bed rooms. 
with an adequate number of quiet rooms immediately 
adjacent so that acutely sick patients may be cared 
for in 


these furthe1 


The inec rp ration of 


isolation rooms. This is a 
definite trend of planning. 
ward, semi-private and private beds in the same 
nursing unit problems to be 
avoided if possible. Where at all possible, ward, 
semi-private and private beds should be kept in sep 
arate nursing units. 


presents operating 


It is recognized that this is not 
In general the patient will be hap 
pier, and the operating personnel will be happier, if 
these 


always possible. 
facilities are not combined. It is desired to 
submit the component parts of a properly planned 
nursing unit, with no thought that a general scheme 
of planning is submitted, but merely to act as a check 
list. The scope of this article will not permit of a 
detailed discussion of each of these facilities. 

The Patient’s Room. Sufficient be it to say that 
the minimum areas established in the building codes 
of most of our states, proper relationship of bed, 
window and door to each other, proper consideration 
of ventilation and illumination, are all essential. 

Charge Nurses’ Station. ‘This is an item of plan 
ning that is very often given insufficient understand 


} 


ing. The location of the charge nurses’ station will 
reflect itself for good or for evil in the service to be 
rendered to the patient, visitors and the attending 
This should be located 
imately at the center of the nursing unit. 


physician. station approx 
It should 
be close to and control the entrance to the unit from 
the elevator and the stairs, for control of visitors. It 
should be so located that there is visual control of all 
of the rooms of patient occupancy. The location of the 
nurses’ call annunciator at the station is not sufficient 
It should be located reasonably close to the chart 
room, medicine cabinet and facilities provided for 
the congregating of nurses when they are not occu 
pied with the care of patients. 

Reception Room. Another facility, the importance 
of which is very often overlooked, is the reception 
room. Even at the sacrifice of a bed, in my judg- 
This 


should be provided in addition to any day room facil 


ment, this room should be provided. facilit\ 


ities that may be desired for patients. I+ is designed 
te provide privacy for those near and dear to acutely) 
sick patients, so that they may not be compelled to 
sit in either the patient’s room or the corridors. Ref 
erence has been made in a previous paragraph to the 
medicine cabinet and chart 


nurses waiting room, 


desk. These facilities may be combined and be ad 
jacent to the charge nurses’ station. 

Ward Serving Kitchen. 
centralized or decentralized dietary service is con- 


Irrespective of whether 


templated, there is a need of a ward serving kitchen 
planned to fit the type of service to be provided. 

Utility Rooms. 
ation of one of the pronounced trends of planning 


At this point we come to consider- 
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We have heard a great deal 


in the last few years. 
about individual utility facilities for each patient, and 
have been presented with many plans for providing 


these units, some of them very meritorious. There 
is no desire to interpret the correctness or incorrect- 
ness of providing individual utility facilities for each 
patient or for each room of patient occupancy. 
Suffice it to say that whether this scheme or whether 
the scheme of providing central utility facilities for a 
given number of rooms is followed, it should be 
borne in mind that utility facilities must be located 
so that they are reasonably close to each patient’s 
bed. It would seem proper to say that not to exceed 
75 feet of travel should be necessary from a utility 
unit to any patient’s bed. If individual units are 
planned, there is a need quite aside from these indi- 
vidual units for a central utility and work rocm, with 
facilities for sterilization and storage. 
desire to submit a plan of this room. 


There is no 
It is desired, 
however, to emphasize that seeming extravagance, 
by the inclusion of all facilities requisite for proper 
care, in reality is not extravagance, but is merely an 
higher type of 
patients, by providing facilities that expedite the ser- 
vice and minimize the energy necessary to render it. 

No nursing unit ever had an adequate supply of 
facilities. This construed as 
exaggerated statement, but it is believed that it can 
be successfully defended. Most of us who plan 
hospitals, no matter what our experience, realize the 
value of adequate supply closet space. 


assurance of a nursing service to 


storage may be an 


There is sub- 
mitted a list of these facilities for general supplies, 
stretchers ; treatment trays; linen roomy; flowers ; 
maids’ hopper facilities. May I emphasize the need 
for a properly planned flower closet? How many 
of us have gone through the corridors of a hospital 
at night and seen flowers from patients’ rooms out in 
the corridor, subject to the abuse of such a practice! 
Mention has not been made, and it is desirable that 
it be made, of the need for public toilet facilities for 
each nursing unit. The provision of these facilities 
is required by law in some states, but experience dic- 
tates that they should be provided in all institutions. 
There is a growing tendency to increase the propor- 
tion of rooms with baths. It is my judgment that 
such a trend should be discouraged. It not only 
increases the cost of construction, but it also adds a 
definite burden to the operating cost, all of which 
would be justified if the facilities were used by the 
patients ; but as a matter of fact, most of these baths 
are for the patients’ relatives and friends, and for 
nurses assigned to the care of the patients. 
Operating Suites. It is too often true that the 
planning of the operating room is given a degree of 
study and an importance attached to this facility be- 
yond the importance attached to other equally as 
necessary facilities in other parts of the institution. 
It should not be inferred that less care should be 
given in the planning of the operating room, but it 
is believed that there is a tendency to develop operat- 
ing rooms beyond the real requirements of institu- 
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tions. The type of staff that the hospital is to have 
must be determined in advance of planning the 
operating room. If it is to be a restricted group of 


men who are to do the operative work of the insti- 
tution, then a relatively small operating suite may be 
developed. If, on the other hand, it is to be an open 
staff, then there immediately comes the need of the 
development of a larger individual 
operating rooms. Therefore, an attempt to establish 


number of 


a ratio of operating rooms to beds is impossible in 
It is desired to call attention to 
the fact that the efficiency of an operating suite lies 


a general article. 


very largely in the proper planning of the suite, and 
the allocation of an adequate area within the suite to 
work rooms, sterilizing rooms and other than strictly 
operating rooms. Surgeons are recognizing more and 
more that huge rooms are not requisite to good 
that quite the contrary is the 
Operating rooms in some institutions have an 
area of as low as 250 square feet. 


operative practice, 
case. 
This, however, 
is believed to be a bit too small. 

Another change in the thought of surgeons is the 
installation of skylights. They are depending more 
and more on properly installed artificial light, recog 
nizing that its source is more constant and depend 
able. Without skylights, operating rooms need not 
be on top floors, but may be related closer to othe 
facilities. Operating 
planned as simply as 


rooms for many years wert 
possible, with the elimination 
of all fixed equipment in the room, on the theory 
that the simpler the room the more easily could 
We then saw a 
period of development in which built-in cabinets, 
sterilizing facilities, plumbing and items of a com 
parable nature were included in the room. This had 


its day, and now we see a trend toward the simplifi 


surgical technique be maintained. 


cation of operating rooms again and a recognition 
that the operating room is not the place for the stor- 
age of supplies, sterilizers, wash-up sinks and items 
of this type. These details are now being located in 
separate rooms rather than in the operating room 
Prose and poetry have made the white hospital 
wall traditional, up to a few short years ago white 
was considered the only acceptable color to be used. 
Quite aside from the harmful effect on the patients 
(and that this harm has been definitely demonstrated 
is not subject to discussion) was the unfortunate 
effect that this hyper-aseptic atmosphere created on 
everyone. The acceptance of color and the introduc 
tion of warm color schemes into the institution, to 
my mind, is one of the main things which have come 
out of the last ten years of thought in hospital 
planning. There is no question that the white tile 
floor, walls and ceiling of the operating room could 
not have been more trying if they had been designed 
for that purpose. Restful colored tile dispels in a 
measure the exceedingly fearsome environment of 
an operating room for a patient. More important 
still, it increases decidedly the efficiency of the sur- 
geon. It took surgeons a long time to accept this 
change and to agree to the installation of colored 
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Missouri 


Pacific R. 
Charles H. 
operating rooms, but them 
would go back to the old dazzling white rooms. 
X-ray Facilities. 


[ question if any of 


The X-ray as a means of diag- 
nosis and treatment is a relatively new thing in med- 
ical practice, but it has been developed to a stage 
where it is absolutely essential to modern hospital 
practice. A few short years ago if the hospital pro 
vided for Roentgenological service for fractures, it 
had fulfilled its obligation. Today the surgeon uses 
the X-ray machine no more than the internist or 
the soft tis 
sues is an integral part of the duties of the 
I 


pediatrician. Diagnosis of diseases of 
Roent- 
Machines for the treatment of 


genologist. certain 


forms of pathology have reached marked degree 
of efficiency. practice to locate 


the X-ray 


way space that could not b 


Formerly it was thi 
room in the basement, in some out of the 
used for anything else. 
This was good enough. Today the Roentgenologist’s 
value and the demands made upon him by the clini- 
cian compel the location of the department at the 
center of the professional activities of the institution. 

It is suggested that rather than install many pieces 
of apparatus in a large room, small cubicles be pro- 
vided for each piece of apparatus, providing a flexi 
bilitv of 


usage and an ease of operation that are not 


provided for in the first plan. Important items to 
consider in an X-ray department are proper ventila- 
tion, protection against the Roentgen rays, illumina- 
installation of 


tion, supplemental wiring, and the 


furnishing of separate power service to the depart- 











Hospital, St. Louis 


ray, Architect 


ment. Close proximity to the surgery rooms is a pre- 
requisite for certain types of treatment. The depart- 
ment should be properly serviced by elevators, in a 
multi-storied building, and have a waiting room and 
record facilities within the unit. Care should be taken 
to provide facilities for the storage of films and 
plates that will meet requirements of underwriters. 

Department of Laboratories. 
revolutionary 


Perhaps the most 


change in hospital planning is the 
thought that 1s being given to laboratory facilities. 
his, of course, is due to the demands of the clini- 
cian for a type of laboratory service in keeping with 
an improved understanding of the needs of this type 
of facilities in the proper diagnosis and therapy of 
It would be folly to develop laboratory 
facilities beyond the demands of the clinical staff, 


disease. 


but wise planning will include a laboratcry develop- 
ment in excess of the present-day recognized need 
of the staff, on the theory that the next few years 
will see an increasing demand rather than a diminu- 
tion, and that without physical space allotted, the 
meeting of these demands will be difficult. As part 
of the wisdom of planning, it 1s suggested, as in the 
X-ray department, that small various 
types of service be developed rather than that an 
attempt be made to incorporate all of the facilities 
in one large room. 


rooms for 


Electro-cardiograph Facilities. A change in thought 
in the last few years has eliminated use of special 
conduit systems and special svstems of wiring for 
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the development of heart stations on nursing units, 
and has substituted the portable machine for bedside 
electro-cardiography. The central heart station need 
not be elaborate. The needs are not many, but if the 
clinician demands the service, it should be furnished. 
Metabolism Room. There has been a tendency to 
place this room close to the laboratory facilities rather 
than close to patients’ rooms. It would seem that it 
is better, and it is advocated to place this room near 
the latter. A certain amount of metabolism work 
can of course be done in the individual rooms, but it 
is believed desirable that there be a metabolism sta- 
tion where the major part of the work may be done. 
No attempt has been made to list in detail here all 
of the professional and quasi-professional facilities 
requisite to modern hospital work, but enough has 
been presented to demonstrate why such a small ratio 
of the hospital’s total cubage is occupied by patients. 
An intensive study of this ratio and an interpreta- 
tion of its correctness has been made by a member 
of the American Institute of Architects (the only 
study of its kind that has ever been made, to my 
knowledge) of large groups of plans and has been 
presented to interested groups in the form of,colored 
slides with computed ratios. This’ stttdy présents in 
a very graphic way the complexity of hospital plan- 
ning and proves that very seldgnfyis more than 25 
per cent of the total area of a building devoted ac- 
tually to the bed care of patients. 
Dietary Facilities. In this department we have 








seen another startling change in planning. The in- 
ternist today recognizes the therapeutic value of 
properly prepared and balanced diet, with the result 
that the professional dietitian trained in food values 
and competent to interpret clinical needs is more and 
more taking the place of the steward or the chef, who 
formerly controlled the diet destinies of an institu- 
tion. The importance of special diets has materially 
increased, with the consequent necessity for a larger 
diet kitchen. This diet kitchen should be located 
closely to the general kitchen, permitting of ease of 
supervision, but it should be a detached unit of 
operation. The development of centralized food 
service, designed to reduce to a minimum the han- 
dling of foods, is perhaps the most significant trend 
in operation in the last few years. This type of ser- 
vice immediately calls for a change in thought on 
the part of those planning the general kitchen. There- 
fore, before the kitchen plan can be evolved, it is 
necessary that there be had a very specific statement 
from the operating personnel as to the type of ser- 
vice to be rendered and the development of a plan 
around that scheme. Without this scheme of opera- 
tion, no efficient kitchen scheme can be planned. 
Storage Facilites. Just a few words to emphasize 
that the efficienc¥ or inefficiency of a hospital rests 
very largely upon the provision of properly located 
and adequate storage facilities. An interpretation of 
what is adequate cannot be made in a general state- 
ment, but too much stress cannot he placed on it. 
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Administrative Facilities. Plan a large, commodious 
lobby, and then use every means possible in the de- 
velopment of a pleasant, cheerful atmosphere in that 
lobby. 


S1oOnS. 


first impressions are always lasting impres- 
lt is desired to point out that the major heads 
of departments of an institution are handling prob 
lems that require privacy, and it would seem desirable 
to provide private offices for them. The telephone 
should be the front 
lt should be placed at a point where privacy 


switchboard never located in 
ofnece. 
be 


providing adequate rest and cloak rooms for the at 
tel 


may assured. Do not overlook the necessity of 
iding staff, special nurses and female personnel. 
Rooms. With traffic 
increasing and the demands made on most of 
hospitals for an increasingly large amount of emer 


Admitting and Emergency 


our 


yency service, it 1S necessary to 


provide proper 
of 


eeneral 


emergency facilities. An interpretation the term 


again, is impossible, in a statement 
This paragraph is inserted to bring to the attention 

great. It 
t of the 
| 


institution should be adjacent to the emergency suite. 


a need which is becoming increasingly 


would seem logical that the admitting service 
his is not always possible nor desirable, but the 
suggestion is offered as one solution of the problems 
ot 
expediency, the 
the hos 
This is believed to be extremely undesirable, 
the 
from the standpoint of the effect upon the personnel. 


Housing of Personnel. A great in 


of 
in 


many our 


Stitutions follow, 


housing 


as a matter 


of nursing personnel parts of 


pital. 
both from standpoint of cost of building and 
[here is a great divergence of thought as to whether 
It is 
not within the scope of this article to discuss this 


or not hospitals should house their personnel. 


question, but it is desired to submit that the policy 
of the hospital must be established before the plan 
of development may be made, and that this policy 
having been adopted, such facilities as are deemed 
requisite for the housing of personnel may be pro- 


w..c 


The Duluth Clinic 
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vided. If it is desired to house various groups oj 
hospital’s personnel, it should be borne in mind th 
recreational facilities, such as reception rooms, et 
must be provided for each group and sex, quite asi 
from any recreational or educational facilities t] 
are provided for the student or graduate nursé 
It must be apparent that the presentation of 
subject of this scope, within the restrictions of spar 
allotted here, can be made only in general terms. 
is hoped that the foregoing discussion has in a me: 
sure emphasized the complexity of the problem cor 
fronting the individual responsible for the develo; 
ment of a set of plans for a general hospital. Thes 
of mar 
phases, quite outside the realm of the architect’s ex 


perience. 


problems require an interpretative study 


Just as the ventilating engineer, the struc 
tural steel engineer, and other technical advisers a1 
called into a study on structural problems, so shoul 
the operating point of view hold a very prominent 
place in the study of the type and size of building 
and the character of service to be included therein 
Chis point of view cannot be too strongly empha 


1 


sized. When one considers that efficiency ot plan 
ning has a direct, continuous effect upon the type of 
service rendered, and when one sees the many in 
stances in which hospitals have been developed with 
out thought of operating problems, one cannot but 
feel that the 


every known means, to prevent inexcusable waste in 


architect must fortify himself, with 
construction and inexcusable lack of efficiency in the 
operating institution, the result of poor planning. 
The 


sacred. 


obligation to secure maximum efficiency is 
Institutions of healing touch the very foun- 
dations of our social structure more intimately than 
any other phase of social endeavor, with the possible 
exception of the Church. They are universally re 
stricted in funds, for construction and for operation. 
funds will mean a 


more efficient health service and a better community. 


Therefore, the conservation of 


eS? 


Agnew, Architect 
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Y referring to the plot plan, it will be seen that 

St. Vincent’s Hospital occupies a block of 
land, approximately 300 by 350 feet, and as planned 
consists of a group of five buildings, three of which 
are completed ; the remaining two units will be com- 
menced in the near future. The completed build- 
ings are the main building, or hospital proper; the 
sisters’ home containing chapel, dormitories and liv- 
ing quarters, and dormitory for the female servants ; 
the boiler house and laundry, containing machinery 
for refrigeration, laundry, boilers and other acces- 
sories for heating, hot water apparatus and emer- 
In addition to 
and connected with this building there are 30 rooms 


gency generator for electric light. 


The nurses’ home has not 
yet been built, but plans have been prepared for a 


for the male servants. 


five-story building containing 150 sleeping rooms, 
library, living room, waiting room, office, trunk 
room, classroom for class of 35, assembly room for 
300, and The out- 
patients’ clinic building has not yet been planned. 
All the buildings are of reinforced concrete con- 
struction and are fireproof throughout. Exterior 
wall surfaces are of cement stucco, finished with 
various textures. Terrazzo has been extensively 
used in the hospital and dormitory buildings. Floors 
of all rooms and bathrooms and _ lava- 
tories, stairs and stair landings, the bases in rooms 
and corridors, around toilet stalls and on walls of 
dressing rooms are of this material; the only excep- 


small chemistry classroom. 


corridors, 





Photos. 
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ST. VINCENT’S HOSPITAL, LOS ANGELES 


AUSTIN AND FREDERIC M. ASHLEY, ARCHITECTS 


tions made are in the X-ray department and lava- 
tory, where rubber tile has floor 
covering, and in the operating rooms, in which all 


been used as a 
floors and walls are covered with a special sanitary 
tile. Owing to the plastic condition of terrazzo 
during its application, many 
were devised, 


very practical uses 
for instance, the use of a continuous 
ledge formed on the base along one wall of every 
patient’s room to prevent the bed from coming in 
contact with the wall. 


tail, but in the maintenance of a hospital it is really 


This may seem a trivial de 


Again, instead of using 
window 


of considerable importance. 


marble or metal for stools, terrazzo was 
employed and found to be a very practical substt- 
tute. 
lime and Keene’s cement. 
and all and neatly 
rounded to 34-inch radius. All interior door frames 
are of finished with 
rounded to a 2-inch radius, and the usual trim has 


been omitted. 


Most of the plastering in the buildings is of 
All surfaces are troweled 
angles 


smooth, projections 


steel lacquer, corners are 
Door stops extend to within 3 inches 
of the floor, and the terrazzo base is carried around 
the jambs, making continuous sanitary surfaces with 
round corners, which are easily cleaned. 

All doors are of the “flush” type, veneered with 
quarter-sawed white oak, stained and lacquered. A 
few of the patients’ rooms have baths attached, but 
where these are lacking, toilet compartments have 
been provided. The equipment and appointments 
of these toilets and bathrooms are rather interesting 


St. Vincent’s Hospital, Los Angeles 
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PLANS: ST. VINCENT’S HOSPITAL, LOS ANGELES 
JOHN C. AUSTIN AND FREDERIC M. ASHLEY, ARCHITECTS 











John ¢ Austin and 


and worthy of study, owing to the fact that few if 
any other hospitals are similarly equipped. For in- 
stance, every water closet, in addition to having a 
flush valve, is fitted with hot and cold “bidet’’ jets, 
and the bowl has lugs cast in the porcelain to sup- 
port the bed pan during the process of cleaning, the 
pans being specially made to fit in the tops of the 
bowls. Every bathroom and lavatory adjoining a 
patient’s room is provided with a cabinet lined with 
sanitary tile and thoroughly vented, the front being 
enclosed with monel metal doors. These cabinets 
contain a complete equipment, consisting of all ap- 
pliances needed for the proper care of the patient, 
making it the leave the 
These appliances are not allowed to be 
the for being sterilized. 
Between the ceiling of the sixth story and the 


unnecessary for nurse to 
patient. 
taken from room except 
floor of the seventh, an intermediate story 6 feet, 6 
inches high has been provided and is utilized as a 
pipe loft. Piping serving all floors up to the sixth 
story ceiling constitutes one system, and all above 
In this pipe loft the vents 
from all fixtures are assembled in groups and car- 
ried through shafts to the roof. Mechanical vent 
installed to the from all 
vertical shafts occurring at the back of the lines of 
bath and _ toilet 
are used to exhaust the air from operating rooms, 


and other departments on the seventh 


this level another system. 


systems are exhaust air 


rooms. Independent vent systems 


laborat ries, 


-HITECTURAL 











DESIGN Part One 





St. Vincent’s Hospital, Los Angeles 
Frederic M. 





Ashley, Architects 


It was 
found advisable to keep supply and waste systems 


floor, where special ventilation is necessary. 


of operating rooms and laboratories independent of 
fact that there is more 
trouble developing in these departments than in the 
ordinary operation of the hospital. In addition to 
the plumbing system of the seventh floor, there are 
special gas lines conducting various kinds of gas to 
the operating 
steam lines to the sterilizers. 


all others, owing to the 


rooms, and a complete system of 
All sterilizing appa- 
ratus adjacent to operating rooms is concealed in 
special compartments, so that only the valves and 
nozzles are exposed on the faces of the operating 
room walls. All these compartments are thoroughly 
The shafts from 
sub-basement ceiling level to the pipe loft above the 


ventilated. continuing vertical 
sixth story at the back of every line of plumbing 
fixtures, and the pipe distributing loft, make it pos- 
sible to repair or remove any or every pipe without 
interference with the operation of the hospital. Also 
the pipe loft immediately below the surgery floor 
makes it possible to install any new sanitary, elec- 
trical or ventilating appliance that may be discov- 
ered or invented, and found to be desirable, without 
disturbing the structural elements of the building. 
There is a complete system of tunnels extending 
from the power house and the laundry to and under 
every building, equal in width and location to the 
corridors in the upper stories of each building. 
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AND CONSTRUCTION DATA 
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Furnishings: 70 


toilets and bath 


cents per 


Furnished : 


927 Ventilation: Mechanical for kitchen, 
Fireproot Cubage of Building: 689,000 feet. 
ment, concrete; upper stories ge: a . ' 
, Cubic Feet Per Patient: 8600 
gs in brick and ne ’ : odes * 
ented directly to concrete and Cost of Building, Without 
cubic foot. 

Cost Per Cubic Foot Completely 

system Number and Cost Per Bed: 80 at 
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MAIN ENTRANCE LOBBY 
ST. LUKES CONVALESCENT HOSPITAL, GREENWICH, CONN. 
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GENERAL VIEW 


Photos. Gabriel Moulin 
ENTRANCE HALL MAIN ENTRANCE 
GREEN’S EYE HOSPITAL, SAN FRANCISCO 
FREDERICK H. MEYER, ARCHITECT 
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COST AND CONSTRUCTION DATA 





Date of Completion: April, 1928 Windows: Wood frames and sash; metal in operating 


[ype of Construction: Reinforced concrete suite. , — , 
— Heating: Steam heat, direct radiation, oil-burning boil- 
Exterior Walls: 12-inch reinforced concret ers. 
Roof: Wood frame covered with til Ventilation : In operating rooms and baths 
Cubage of Building: 375,186 feet. 
Floors: Concrete slabs, tile and linoleum finish. Cost of Building, Without Equipment: $208,000. 
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2 TUBERCULOSIS HOSPITAL, PHILMONT, N. Y. 3 
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COST AND CONSTRUCTION DATA 


Year of Completion: 1919. 
Type of Construction: Frame. 
Exterior Walls: Frame 


Roof: Slate. 


Floors: Wood, and canvas over 


Windows: Wood, double-hung. 


Heating: Low-pressure steam. 


wood. 


Cost of Building, Without Equipment: $90,000. 
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COST 





AND CONSTRUCTION 


Date of Completion: November 1, 1928 

Type of Construction: First class, firepré 

Exterior Walls: Brick, painted white 

Roof: Brown tile 

Floors: Rubber, terrazzo, linoleum. 

Windows: Metal sash. 

Heating: Direct steam. 

Ventilation: Gravity, with fan for kitchen, and oper- 
ating room ventilation 

Cubage of Building: 471,000 feet. 

Cubic Feet Per Patient: 9450. 

| Cost of Building Without Equipment : $266,000. 

Cost Per Cubic Foot: 56 cents. 

| Number and Cost Per Bed: 50 beds, $5,300 per bed. 
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SOLEMAR HOSPITAL, SOUTH DARTMOUTH, MASS 
KENDALL, TAYLOR & CO., ARCHITECTS 
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Date of Completion: June, 1924. 
[ype of Construction: First and second class. 
Exterior Walls Tile and stuc« 
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AND CONSTRUCTION DATA 


HOSPITAL, 


Local 
Cubage of Building: hospital, 
27,130; garage 12,420 feet 


Feet Per Patient: 6,000 


Ventilation: fans. 


Cubic 


Cost of Building Without Equipment 
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le finish in corridor and living Cost of 'B uilding, Without YE quipment: $418,170 
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AND CONSTRUCTION DATA 


Year of Completion: 1924. Cubage of Building: 762,000 feet. 
[ype of Construction: Reinforced concrete Cubic Feet Per Patient: 6,800. 
Exterior Wa Br i tone t Cost of Building, Including Fixed Equipment: $288,- 
I Slate 338.62 
| LOOTS Oak l eum, tile 1 ‘ . 2 
. ; ay Cost per Cubic Foot, Including Fixed Equipment 
Windows: Double-hung wood 27 , 

\ 3/.8 cents 
rieating act team 924 

1 , Number and Cost Per Bed: 112 beds at $2,570. 
V entilatio1 Natural, except for exhaust fans in kit wane d a . 
terilizing roon ost of Operatin Per Bed Per Day: $4.50 
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CONSTRUCTION DATA 


Date of Completion: November, 1915. 

Type of Construction: First class. 

Exterior Walls: Brick and limestone. 

Roof: Flat. 

Floors: Gypsum slab, tile, terrazzo and linoleum. 
Windows: Wood, double-hung sash. 

Heating: Steam. 

Ventilation: Exhaust fan, partial. 

Cubage of Building: 616,760 feet 

Cost of Building, Without Equipment: $275,000. 
Number of Beds: 84. 
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REAR ELEVATION 
PALMER MEMORIAL HOSPITAL, BOSTON 
ERNEST W. DEARING, ARCHITECT 
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COST AND CONSTRUCTION DATA 
Date of Completion: February 1, 1927 Heating: Steam from main plant. 
[ype of Construction: Fireproof (one-way terra cotta. ) Ventilation: Mechanical. 
Exterior Walls: Brick. Cubage of Building: 736,700 feet. 
Roof: Tar and gravel on concrete, and copper on Cubic Feet Per Patient: 1,500. 
concrete 


Floors: Tile ar 
in upper floors 
Windows: Wood 


Cost of Building, Without Equipment: 66% cents pet 


1 concrete construction: tile and rubber cubic foot. 


Cost per Cubic Foot, Completely Furnished: 95 cents. 
Number and Cost Per Bed: 67 beds at $10,000 each 
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AND CONSTRUCTION DATA 


Year of Completior 1923 Heating: Forced hot water 

Type of Construction: Reinforced concrete Ventilation: No ventilation except in kitchen. 
Exterior Walls: Concrete, faced with brick. Cubage of Building: 535,000 feet. 

Roof: Copper shingles and tar and gravel. Cubic Feet Per Patient: 8,900. 

Floors: Cement and mastic Cost of Building, Without Equipment: $263,750 
Windows: Wood Cost Per Cubic Foot, Completely Furnished: 56 cents. 
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H. ELDRIDGE 
SAMUEL 


OF 


HIS article will touch on the major general 

considerations in the development of a small 
hospital program and the grouping and arrangement 
of the various component units. Plans on pages 874 
and 875 are to exemplify a few of the general prin- 
ciples which governed the planning of one particular 
hospital, but which apply with equal force to hospi- 
tals twice or three times the size. 

Site. This important factor is too often not given 
given sufficient consideration, and where possible the 
architect should give to the building committee every 
assistance in selecting a proper site. In the final 
analysis, the location of a hospital is the only part 
of the undertaking that may be considered as per- 
manent. Buildings deteriorate structurally and be- 
come obsolete. Equipment wears out, becomes an- 
tiquated and must be replaced. It is obvious, there- 
fore, that great care and sound judgment should be 
exercised in selecting the hospital’s location. 

sriefly, the factors entering into a wise decision 
in the choice of a hospital site are: 

1. Quiet, 


2. Clean Air, 

3. Absence of Insects, 

4. Suitable Outlook, 

5. Accessibility, 

6. Permanency, 

7. Additions, 

8. Costs——Original Cost and Maintenance Cost. 





GENERAL CONSIDERATIONS IN PLANNING A 


BY 


HANNAFORD & SONS, 





SMALL HOSPITAL 


HANNAFORD 
ARCHITECTS 


Quiet can be secured by avoiding locations in close 
proximity to railroads, street car lines, factories and 
places of public assembly, such as churches, schools 
and playgrounds. Clean air, free from smoke, dust 
and odors, can be secured by avoiding manufactur- 
ing neighborhoods, railroad yards, and locations near 
much traveled or unsurfaced highways. 
insects, especially flies and mosquitoes, can be ob 


Absence of 


tained by choosing a location at least half a mile 
from stables, stock yards, swamps or marshy places 
that cannot controlled drained. <A suitable 
outlook is one that is restful and attractive. ‘The 
sick and convalescent should not have to look out 
from 


be or 


rooms or verandas facing upon crowded 


streets or busy manufacturing sections. Rest is a 
universal remedy for all diseases, and it is too in 
expensive for the sick not to have it in abundance. 
Beautiful natural scenery, fields, woods and distant 
hills, are very definite aids in hastening the conva- 
lescence of the hospital patient. 
tained by locating the hospital as near as possible to 
It 
goes without saying that the hospital should be on a 
good road or roads and of easy access at all times 


Accessibility is ob- 


the center of the population area to be served. 


Permanency can be obtained by avoiding districts 
that are likely, in time, to change in character, 
which may possibly develop into commercial or 
manufacturing centers. Additions to the hospital 
should be given their due weight in a final choice. 


or 
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PLANS: TYPICAL SMALL GENERAL HOSPITAL FOR THE DUKE ENDOWMENT, CHARLOTTE, N. C 
SAMUEL HANNAFORD & SONS, ARCHITECTS 
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Typical Small General Hospital for the Duke 


Samuel 


lt has been the history of nearly every hospital that 
its growth has far exceeded the expectations of those 
had the To 


select a site that does not permit of possible enlarge- 


who original project in their charge. 
ments and additions is to make a mistake that may 
prove ultimately very costly. Costs almost always 
influence the choice of a hospital location. Some- 
times a site may be donated by some generous citi 
zen, but while the gift should of course be 


appre 
ciated, it is not always wise to allow a free site to 
overshadow the many other considerations which 


1 


should be given their due weight 
Adaptability. 


in a final choice. 
In working out a hospital program 
and in evolving the general plans, the matter of adap 
tability must be always in the minds of those devel 
oping the project. First of all, the hospital must be 


adapted to the community’s purse. Too often one 


sees a hospital which in itself may be ideal, and vet 
be so extravagantly planned and equipped as to be 
beyond the financial range of the community which 
it is supposed to serve. Such a hospital does not 
to the fullest extent, its true \ hos- 


should be carefully adapted to the size of the 


function. 
pit: ] 


mmmunity which it is to serve, and the project 

The 
deter- 
and the first unit be built to meet these de 


mands, without, however, losing sight of possibility 


should not be over-developed at the outset. 


minimum bed capacity required should be 


mined, 


of future expansion as the needs arise. Every hos- 


Hannaford 


DESIGN Part One 
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pital should be designed with an eye to future addi- 
tions and expansions, either in the form of wings, 
or separate buildings, properly located and fitted into 
the general plan. It is always preferable to expand 
laterally rather than vertically, as it can readily be 
seen that vertical expansion of an existing building 
interferes in a great many ways with the operating 
of the existing units. This applies particularly to 
extensions of plumbing and heating lines, stairways, 
elevator shafts and the like. 

In the planning of general services, it should con 
stantly be borne in mind that as extensions to the 
original building are made, increased demand will 
develop for the services. All such services as heat- 
ing equipment, food service, main kitchen and diet 
rooms, utility rooms, laboratories, X-ray and opera 
ting departments should, where possible, be so sized 
originally as to take care of the additional demands 
when extensions are made. It is often possible to 
locate general services so that they will be central to 
The 
matter of orientation of a hospital should be given 
the careful and the building 
should be so located and adapted to the site as to 
secure sunlight in all of the patients’ rooms for at 
least a part of each day. 


the first unit as well as to future extensions. 


most consideration, 


The power plant should 
be so arranged that the prevailing winds will blow 
all smoke and vapors away from the hospital. The 
surgical department should be so orientated that the 
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Typical Small General Hospital for the 


Samuel Hannaford 


major operating rooms have either a north or west- 
ern exposure. While it is true that the north ex- 
posure is preferable, a western exposure has become 
acceptable, due to the fact that more than 90 per 
cent of major surgical work is done before noon 
Choice of Materials and General Considerations. 
Unless a hospital is definitely determined to be a 
one-story building, with one-story extensions later, 
only a fireproof type should be considered. The 
advantages of this type of construction are manifest, 
even though the initial cost is somewhat higher than 
a composite or non-fireproof structure. Some of 
the more important advantages of fireproof con- 
struction are 
Safety of Patients. 
Permanence and Low Depreciation. 
Minimum Upkeep and Repair Cost. 
Superior Sanitary Qualities. 
Low 


wn > wh — 


Insurance Rates. 
Assuming that the fireproof type of 
been determined upon, the 
should influence the 
the building are 


hospital has 
factors which 


through 


various 
selection of material 
in general: 

1. Permanency, 

2. Suitability for Type of Service, 

3. Ease of Maintenance and Repair, 
4. Availability in Local Markets, 
: $ 

| 


Cost,—Original Cost and Maintenance Cost. 


‘he item of cost is purposely put last for several 
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reasons. First, the lasting qualities and satisfactory 


material are after 


its initial price is forgotten. 
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perpetual maintenance and upkeep cost is too ex 
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efficient administration and minimum maintenance 
and upkeep expense. All rooms should be sized 
and developed from the functional arrangement of 


the room, and all equipment should be carefully 
thought out and its location pre-determined on the 
drawings. 
9 feet. Every surplus inch of height in the building 
not only increases the 
heated and kept clean, 
maintenance 


Ceiling heights need not be greater than 


original cost, but must be 


thus creating continuous 
expense. All 
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to the patients’ rooms served by this unit, and sec- 
ondly, the service unit should be so situated as to 
reduce to the minimum all nursing travel, and thus 
accelerate the nursing service, making each nurse 
more effective, and improving the hospital’s service. 

With regard to exterior design, it is never good 
policy to permit the exterior to influence the plan- 
ning of a hospital. The exterior must be a digni- 
fied, frank and logical expression of the plan. While 
this is true with regard to all types of buildings, it 
is particularly true with regard to a hospital, because, 
after all, a hospital has but one purpose,—namely, 
to cure the sick; and a well planned, efficient and 
convenient hospital will accomplish this in less time 
and at a lower expense than will an inefficient type. 
The importance, therefore, of plan and general ar- 
rangement is paramount, and takes precedence over 
every other consideration until a satisfactory plan is 
worked out. 

Service and Service Relations. No type of build- 
ing requires so many service facilities to properly 
function as a hospital. In addition to the matter of 
services, the problem of traffic, both to and within 
the hospital, must not be lost sight of. In general 
there are five separate and distinct types of traffic 
converging at a hospital, and in the south a sixth 
type of traffic must be taken care of. In brief, 
this traffic divides itself thus: 

Ambulant In-patients and Visiting Public, 
Ambulance and Stretcher In-patients, 
Out-patients, 

Hospital Personnel and Staff, 

Supplies, 

and in the south, the sixth type of traffic, 

Colored In-patients. 

The hospital must be so planned as to provide 
for the efficient handling of the various types of 
traffic without their conflicting, crossing or interfer- 
ing, one with another. By consulting the various 
plans in connection with this article, it can be seen 
how the matter of traffic has been worked out. The 
small hospital illustrating this article was designed 
for a rural county in the south, and the general 
types of traffic are taken care of in this manner: 
White hospital patients (that is, patients who are 
able to walk to the hospital, but who will remain 
in the hospital for some time) and the visiting white 
public, enter the hospital at the central front en- 
trance on the first floor. Ambulance and stretcher 
cases enter at the rear central entrance on the base- 
ment floor. The colored in-patients are segregated 
in a suite on the first floor, reached by a separate en- 
trance at the end of the building, this entrance be- 
ing also used exclusively by ambulant colored in- 
patients and the visiting colored public. The out- 
patients (patients who merely visit the hospital for 
treatment) enter the basement at one end of the 
building, the white and colored out-patients being 
separated by assigning different days for their visits. 
All personnel can enter and leave the building 
through the front central entrance, or, preferably, the 
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entrance on the first floor at the opposite end of 
the building from the colored entrance, or the rear 
central entrance in the basement. Supplies enter the 
building at a rear entrance in the basement, located 
near one end and of easy access to the main kitchen 
and store rooms. Under this general plan, as illus- 
trated by the cuts, it can be seen that the crossing or 
interference between various types of traffic is elim- 
inated or at least reduced to the minimum. 

To be efficient, a hospital must have adequate ser- 
vice facilities properly located, so that all work can 
be done with the minimum loss of time and the least 
amount of effort by the hospital personnel. Some 
hospitals make the mistake of sacrificing service 
spaces in order to increase the number of patients’ 
beds. This is a serious error, an error which it may 
be costly to rectify later, and it is far better to frankly 
face the fact that adequate service facilities must be 
installed than to under-service the building in order 
to slightly increase the bed capacity and then render 
a second class service at considerable expense year 
after year for as long as the building exists. 

General services are, briefly, those services which 
are necessary to the entire hospital, such as stairs, 
elevators, dumbwaiters, incinerator, linen chute, main 
kitchen, boiler room, laundry, X-ray department, 
laboratory, pharmacy and emergency room. General 
services should be so located as to be central and 
convenient. Stairs should be central to the area 
served and easily accessible at all times. Where 
possible, stairs should be so located as to serve not 
only existing areas, but to be central to future ex- 
tensions. Stairs should also be so distributed as to 
divide up equally the possible demands on them. 
Elevators should be located as near the center of 
the hospital as possible and should be in direct con- 
nection with, or easily accessible to, the ambulance 
entry, emergency room, main kitchen and_ public 
waiting room. While the drawings in this article 
show but one elevator, it is preferable, where funds 
permit, to install at least two, as this not only makes 
for a better classification of traffic in the elevators, 
but also provides a spare elevator should one, in an 
emergency, fail. Dumbwaiters should be centrally 
located and should furnish the vertical connection 
between the main diet kitchen and the service pan- 
tries on the various patients’ floors. 

Incinerator shaft and linen chute should be located 
near the center of the building so as to be about 
equi-distant from the extreme ends of the various 
floors. If possible, the linen chute should discharge 
in or near the laundry, although this is not absolutely 
essential. The main kitchen and diet kitchen should 
be located in the basement (provided adequate venti- 
lation can be secured), and should be near or directly 
connected with the supply entrance and the elevators. 
The boiler room, if within the building, should be 
located near the supply or service entrance and should 
be in fairly close proximity to the kitchen. If funds 
are available, however, it is a better plan to locate 
the boiler room in either a separate building or wing, 
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and have it independently serviced in every respect. 

The laundry, if within the building, can be located 
in the basement at the most convenient point. A 
good location for the laundry is under the children’s 
ward, as this class of patients is not so easily dis- 
turbed by the noise of the laundry’s operations. It 
is, however, good practice to consider the sound- 
proofing of the laundry ceiling, if within the build- 
ing. A better scheme is to locate the laundry in a 
separate building or wing, usually over the boiler 
room, if the boiler room is also detached from the 
main building, as should always be the case where 
possible. 

The X-ray, laboratory and pharmacy may be lo 
cated in any one of several places, depending on the 
service demands. It is usually customary to locate 
the X-ray department and the laboratory on the 
surgical floor, and a great many hospital superin- 
tendents prefer this location. On the accompanying 
drawings, however, the X-ray, laboratory and phar- 
macy have been located in the basement in connec- 
tion with the out-patient department. This location 
is satisfactory, inasmuch as these services are of 
great importance in connection with diagnostic and 
treatment work. It will also be noted on the plans 
that the X-ray convenient to the 
emergency room, as it very often happens that it is 


department is 


desirable to use the X-ray in connection with acci- 
dent The emergency 
room, as the name implies, is designed to care for 


cases, particularly fractures. 
the sudden arrival of an unexpected case, such as an 
accident, poison, burn, or sunstroke case. This room 
should be closely related to the ambulance entrance 
and to the elevators to give it the greatest usefulness. 


Special services are those service units which serve 


only a portion of the building, such as the floor 
nurses’ station, the chart room, floor utility rooms, 
floor service pantries, and public toilets and bath- 


rooms on the The floor 
room should be located at 
such a point on each floor that the floor supervisor 
will have visual control of the entire floor. From 
this station the nurse in charge should be able to see 
the full length of the corridors and should have full 
view of 


various patients’ floors. 


nurses’ station and chart 


other floor services. 
Since all patients’ charts will be kept under the floor 
supervisor's control, it is also important to locate the 
nurses’ station and chart room at 


elevators, stairs and 


a point as nearly 
at the center of the floor areas as possible. The util- 
ity room should be as nearly as possible equi-distant 
If possible, 


to locate this particular service at a point 


from the most remote rooms in this area. 
it is well 
where it will be central to future extensions as well 
as to present units. The utility room is probably 
the most important floor service of all and should be 
given most careful study, both and 
arrangement of equipment. Floor service pantries 
should be centrally located for the same reason as 
given for utility room locations, but in addition to 
this, proper consideration must be 


as to location 


given to the verti- 
cal connection with the main kitchen and main diet 
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kitchen by means of dumbwaiter or elevator. Pub! 
toilets and bathrooms need not be centrally locate 
but such a location is preferable. By the term “pul 
lic toilet and bathroom” is meant, of course, thos 
rooms which serve the needs of patients occupyin; 
rooms without private toilet and bath facilities. 
The foregoing represents. in a broad, general way 
the main or basic considerations in planning any hos 
pital, and has to do principally with inter-relationshiy 
of units, with regard to both areas and vertical con 
nections. At the outset of the development of any 
hospital project, the architect, the hospital superin 
tendent or the chairman of the building committe 
should confer with a hospital consultant of recog- 
nized ability and should carefully determine the bed 
capacity required and the general extent of the va- 
rious services and departments. The surgical and 
medical units should be carefully considered, and the 
number of operating rooms and delivery rooms de 
termined upon. The next step in developing the 
problem is for the architect and consultant to prop 
erly locate and inter-relate the various component 
parts of the plan, paying particular attention to the 
location of general and special services in relation 
to areas served thereby. After a general assignment 
of the major spaces has been made, each department 
should then be given careful study; furniture and 
equipment should be planned out in the most efficient 
manner, and department or room sizes should then 
be determined from this functional arrangement; 
doors and windows should be located so as to most 
efficiently serve each unit throughout the hospital. 
Having carefully studied and planned each depart- 
ment, the matter of detailing and arranging for the 
various details of furniture, specialties and equip- 
ment should then be studied. In designing equip 
ment, etc., bear in mind these main factors: 
1. Equipment must be substantial in all respects 
and designed to withstand hard wear. 
2. It must be designed and installed so as to be 
at all times easy to keep clean. 


vw 


\ll projecting ledges, mouldings, etc., where 
dust may accumulate must be eliminated. Tops 
furred in. 

4. Where possible, equipment should be set up 


of cases or lockers should be 


on sanitary bases of an impervious material, 
such as tile or terrazzo, so as to close up all 
joints or open spaces between the equipment 
and the floor, and also to permit mopping up 
the floor without damaging or defacing equip- 
labor. 

After all, the development of a properly planned 
hospital 


ment, and also to reduce the costs of 


is merely the clear visualizing of hospital 
needs and pre-determining an exact program. From 
there on, common sense, painstaking care (particu- 
larly for little details), and an accurate knowledge 
of hospital technique and hospital requirements on 
the part of the architect will carry him successfully 
through. 
gained only by constant vigilance and attention to 
details apparently trivial but which are important. 


Success, however, let it be emphasized, iS 
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THE PLANNING AND ARRANGEMENT OF AN EYE HOSPITAL 


BY 


FREDERICK H. MEYER, ARCHITECT 


HE modern general hospital, through the in- 

fluence of specialized medical service, has been 
so developed that it satisfactorily cares for most 
general or special hospital cases. However, it has 
been found that eye cases, by their very nature, are 
better cared for and yield to treatment with greater 
rapidity when brought to a separate institution. 

Eye patients in most cases are not ill, nor are they 
in a great amount of discomfort other than having 
their eyes bandaged. The very fact of having both 
eyes bandaged, as is necessary following the majority 
of eye operations, makes the patient very sensitive 
to surrounding sounds. He hears things, yet he 
cannot tell what is going on, and his nervous system 
is affected. The usual noises that cannot be avoided 
in a general hospital may so annoy him and cause 
such aggravated fear as to seriously retard the recov- 
ery of an eye patient. When cared for in an insti- 
tution devoted exclusively to ophthalmology, the 
patient is less disturbed, is happier and the post-opera- 
tive recovery period is materially shortened. These 
are the facts that led to the establishment of Green’s 
Eye Hospital in San Francisco, by Drs. Aaron and 
Louis Green. It is an institution that is devoted 
exclusively to ophthalmology, and is divided into two 
distinct departments. One department cares for the 
ambulatory cases, the patients who come in for ex- 
amination and treatment. The other department is 
the surgical and hospital section. 

The site of Green’s Eye Hospital is on a corner, 
and the L-shaped building partly encloses a semi- 
formal terraced garden through which one ap- 
proaches the first floor entrance lobby formed by 
the juncture of the two wings. By placing the two 
wings of the building away from the street, quiet 
and privacy as well as the maximum of air and sun- 
shine have been insured. Directly accessible from 
the entrance lobby is that section of the building de- 
voted to the doctors’ offices and treatment room. 
Here are found the waiting room; the office of the 
nurse who arranges appointments and conducts the 
patients to the various treatment rooms; the five 
refracting rooms and surrounding treatment rooms; 
the room for special apparatus ; the X-ray room and 
the laboratory all easily accessible to out-patients. 

The nature of eye examination and treatment re- 
quired careful planning of this section of the build- 
ing. The basic unit in plan is the office or refracting 
room, from which radiate the small treatment rooms 
and rooms for dilating and for administering washes 
and for housing the special apparatus. The work 
necessitates at times the occupancy of all the rooms 
by patients undergoing some phase of treatment, and 
it is obvious that the unit must be arranged so as 
to permit the maximum amount of intercommunica- 
tion with the minmum number of steps on the part 
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of the doctor. When more than one unit is used, 
as is often the case in Green’s Hospital, the problem 
is more difficult, for intercommunication between the 
various units must be maintained to insure an econo- 
mical and flexible working arrangement. An effi- 
cient arrangement has been produced in this parti- 
cular hospital by grouping the five refracting rooms 
in almost a circular formation with the groups of 
treatment rooms separating them. The refracting 
rooms are equipped with all essential apparatus per- 
taining to ophthalmology and are of the correct 
length for proper refraction. The windows are 
equipped with darkening shades, electrically oper- 
ated from one shaft, and controlled by a single switch 
so that all the shades in a room may be raised or 
lowered simultaneously at the will of the doctor. 
Adjacent to the refracting and treatment rooms is 
the X-ray department with its dark room and a room 
suitable for the viewing and storage of plates. Also 
there is a small but completely equipped laboratory 
for research work. In conjunction with the exam- 
ination and treatment department, but not directly 
connected with it, are the drug dispensary and the 
optician’s suite. The optician’s suite is a complete 
unit in itself with offices, waiting and fitting rooms, 
and connected directly with a large daylight-flooded 
grinding and work room in the basement. 

A feature of Green’s Hospital is the part-pay dis- 
pensary located on the ground floor and accessible 
through a separate street entrance. This dispensary 
cares for ambulatory patients who cannot afford the 
regular fees and yet who do not need or care to at- 
tend a free clinic. It is a complete unit in itself, 
consisting of office and waiting room, refracting and 
examination rooms, and drug dispensary. 

The entire second floor is given over to surgical 
and hospital uses with all the usual utilities of a gen- 
eral hospital. The diet kitchen is served from the 
large, well lighted main kitchen located on the ground 
floor. The surgical suite, in the north wing, con- 
tains two standard-sized operating rooms, individu- 
ally heated and ventilated and fully equipped. In 
connection with the suite are the wash-up and steril- 
izing room, work rooms and dressing rooms. Pri- 
vate bedrooms and two, three and four 
beds occupy the remaining area of the second floor. 
Throughout these rooms, and in fact throughout the 
entire hospital, every effort has been made to create 
a cheerful and attractive atmosphere. ‘Hospital 
white” has been studiously avoided. In its place are 
seen bright, harmonious colors in the walls, the tile 
and linoleum floors, in the woodwork, in the drap- 
eries and furnishings, and in the lighting fixtures. 

A detail of inestimable value to eye patients is the 
complete radio installation throughout the building. 
Every bed has its radio outlet, and all the waiting 


rooms of 
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rooms and other public rooms are similarly equipped 
and controlled from a master station. This has 
proved a great boon to the patients who, through 
the nature of their disability, are deprived of the 
usual hospital pastime,—reading. ‘The installation 
of a dictograph ‘phone system in all the bedrooms 
is another interesting feature. Each room is con- 





nected with the nurses’ station, and the patient simply 
takes the receiver or microphone from its place ad- 
joining the bed. On receiving the double signal of 
light and soft buzz on the board at the central sta- 
tion, the nurse opens the key switch and the conver- 
sation is carried on by microphone and loud speaker. 
his system saves the nurses many needless steps. 
In the creation of this building two thoughts were 
uppermost in the mind of the architect. One was 
to so plan the structure that the doctors could carry 
on their work with the utmost efficiency and economy 
of time and labor. The other was to give the build- 
ing that atmosphere more suggestive of a luxurious 
and exclusive club or hotel than that of a hospital. 
Establishing a specialized institution is more or less 
a new adventure in the far west, but the faith of the 
founders is such that provisions have been made for 
future extensive additions which will more than 





double the capacity of the hospital and which will 
doubtless be built during the next few years to come. Doctor’s Wash Room, Green’s Eye Hospital 
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Operating Room, Green’s Eye Hospital, San Francisco 


Frederick H. Meyer, Architect 
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theatre owner fo see the 
ghastly ruins of just one 
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HOSPITAL DETAILS AND FINISH 


EDWARD F. STEVENS 


HILE the architectural plan of the hospital 

with its correlation of one department with 
another, its protection of the patient from disturb- 
ing elements, etc., is most essential and necessary, 
the intimate details of finish, hardware, plumbing 
fixtures, floors and decorations have much to do with 
the comfort and well being of the patient and indi- 
rectly with the success of the institution. However 
fine the exterior design, and this is essential, each 
department must with another, and the 
essential parts of this dovetailing are the details and 
finish, 


dovetail 


Perhaps there is no more discussed detail of the 
hospital than the floors, and most careful statistics 
have been compiled by hospital committees as to the 
wearing qualities, suitable colors, fitness of position, 
etc., of various materials. Many floor materials have 
heen developed, tried and “found wanting.” . Others 
have proved satisfactory for a period of years, only 
to develop serious defects in manufacture until the 
hospital architect is “put to it” to know how to ad- 
vise wisely. No material can be equally good for 
every place, but a material should be selected, (a) 
for its suitability for the location, (>) for color 
effect, (c) for its lasting qualities,- 
of these are mentioned here. 

Cement. 


and just a few 


Perhaps more floors and bases are made 
of Portland cement than of any other material, prin 
cipally because of its cheapness combined with its 
hygienic qualities; when properly treated it is very 
satisfactory, particularly for basements, room bases, 
and borders to floors where other materials are used 
for centers. 

Terrazzo. No enduring floor been 
found than terrazzo,—a combination of marble chips 
and Portland cement,—which can be produced in 
many colors, and when combined with tiles or marble 
insertions, most satisfactory designs can be secured ; 


more has 


when laid on reasonably small areas of from 10 to 
20 feet, with metal separations, the result is gener- 
ally satisfactory. Various forms of magnesite floors 
are used with varying results, depending on material 
and workmanship. For special uses, no better floor 
can be secured than one of the mastic or, 
sometimes called, “plastic linoleum” type, and similar 


as it 1s 


material made in tile form, pressed to a hard su 
face, makes perhaps the most ideal laboratory and 
utility room floor. 

Linoleum. For the patients’ rooms, where resil 
iency and warmth of color are needed, there is no 
more suitable and inexpensive floor than linoleum, 
and with the varying colors and patterns now to be 
When 


properly laid by experienced men, a most enduring 


had, most pleasing effects may be obtained. 


floor is secured. 

Rubber Tiles. \NVith the vast possibility of color 
effects, use of combinations of designs and patterns 
has become almost universal for corridors, entrances, 
and in fact almost any place not affected by damp 


ness from below. 


One of the great advantages of 
the rubber floor is the simplicity of care required 
and its 


freedom from noise,—two 


items in a well regulated hospital. 


really important 

\dded to. its 
need of little care is its resiliency, which acts as a 
sound absorber. 

Tile in its various colors, shapes and sizes will 
many times prove to be the only satisfactory mate- 
rial for use in a solution of the floor problem. Per 
haps no more satisfactory floor for the kitchen can 
be had than the so-called “quarry tile,” or for the 
operating room than the vitreous flint tile. 

Marble will always be eveneral 
where the strictest economy is not necessary. 


fl OTS 
Care 


used for 


in selection of a close grain structure is essential. 
In the smaller hospitals, where frame construction 
may be necessary, the common practice is to use a 
wood floor of some hard material like maple or birch. 
Whatever be the floor material, care and upkeep must 
With the floors 
should also be considered the wall material, and here 


be considered for permanency. 
tile is the universal favorite for walls of operating 
but even the fin- 
ished tilework loses its dignity as a hygienic finish 
if not kept on a line with the frames and plaster, and 
this is done by allowing a recess of sufficient depth 


rooms and certain service rooms: 


for tile setting, for while the projecting tile may 
finish with a beautifully moulded cap, there is always 
the feeling of something forgotten by the architect 

WALL TREATMENT. 


treatment possible are as varying as the treatment 


The methods of wall 








SYD ARCHITECTURAL 
of floors, and like floors they depend upon the cli- 
Its” the 
and laundry, where steam is a factor, some vitreous 


cl poc ket books. For the walls of kitchen 


surface is desirable,—either enameled brick which 
may be built with the construction, or glazed tile, 
which may be laid after construction. While it is 


desirable to extend the glazed surface to the ceiling, 
if for economy or other reason only a portion of the 
wall is tiled, the plaster line should continue on the 
same plane with the tile, and the door and window 
should be of width to receive the 
In such rooms as sink rooms, serv 


frames sufficient 
extra thickness. 
ing kitchens and toilets, especially back of plumbing 
fixtures, and in sterilizing rooms, the entire height, 
where possible, should be faced with tile, and at 
slight extra expense color can be used to advantage 
in panels and friezes. The walls of the operating 


rooms are more easily cleaned if they present a glazed 


surface. Light gray, buff or green are colors much 
used, and even the dark gray, with the equipment 
and gowns of the doctors and nurses of the same 


color, has become with some surgeons very popular 

Varble, 
a hygienic, 
For the 
marble may be used with economy. 


especially fine grained marble, is not only 
but also a highly artistic wall material. 
wall treatment of toilets and shower baths, 
Built-in metal 
cabinets of new and hygienic construction are be 
ginning to replace plastered walls for clothes closets 
and cupboards and are vastly more flexible. 
Vitreous slabs of opaque white or colored mate- 
rials are made that are impervious, attractive and 
involy 


sanitary. They are available in large sizes, 


ing but few joints, and may be used in many places. 


ENGINEERING 








AND BUSINESS Part Two 
Rubber tile makes not only a serviceable dado, 
but acts as a resilient buffer for beds and food carts 
It should, however, be set even with plaster lines 
Terrazzo, either pre-cast or built-in-place, gives 
excellent wear. 

Stucco, in the form of imitation stone, or applied 
in various forms and colors, provides simple an 
artistic wall treatments for entrances and _ official 
rooms. 

Of course, the most common treatment of walls 
is with plaster, preferably of the hard variety, and 
when it is not subjected to rough usage it 1s a dur 
able material. The most common method of treating 
plaster is with paint, and with well dried walls an 
a selection of the proper colors, with or without dec 
oration, it is quite satisfactory. 

The day of plain white walls is, let us hope, gon 
the 


being used to good effect at 


by, and decoration in form of “sanitary” wall 


fabrics is now low 
cost, so that the private room of the hospital may 
be as artistic as the private bed chamber of the 
home. Simple decorations for the children’s wards 
and play rooms may be made by the pasting of papet 
figures on the walls and then treating them with 
varnish. The hanging of pictures upon the walls 
of the sick room is generally “taboo,” but simple and 
artistic treatment he 


may obtained by making a 


slight insert in the plaster and securing with glue 


one of the many really beautiful colored prints, 
which is then varnished over. 
FINISH. While rounded corners do not make a 


hospital, the absence of sharp angles, both interior 
and exterior, in finish and bases, has a tendency to 
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lessen the labor of the care of the building and to 
make it more hygienic from every standpoint. This 
“rounding” process should be carried out at the floor 
if nowhere else. The door jamb, instead of being 
carried to the floor with the rebates and mouldings, 
should be stopped at the height of the base, and the 
base material, whatever is used, carried through and 
the projecting finish, if any, carried to base. If small, 
it can be limited at the base (see Fig. 1), or if a more 
elaborate finish is used, finished to a plinth of the 
base material. Some of the standard details used in 
the writer’s practice are here shown. (Figs. 1 and 2). 

Windows form an important function in the light- 
ing and ventilating of a hospital, and their detail is 
important. The placing of the windows on the plan 
so as to allow room for the bed without the neces- 
sity of crossing the window should be observed. The 
designing of the window frame and finish so that 
the room may receive fresh air from outside with- 
out producing a draft should always be considered, 
and where practicable reéntering angles and flat sills 


should be eliminated. A simple finish (without 
reéntering angles) may be used. (See Detail, Fig. 


4). The sill at the bottom of the window may be 
straight or projecting above the stool, giving, when 
the window is slightly 
ing for fresh air, the 
enter without draft. 
the entrance of air at 
(See Fig. 4). 


Doors. 


raised, a direct-indirect open- 
deflection allowing the air to 
This method also provides for 
the meeting rails of the sash. 


The flat or “slab” type doors have be- 
come widely used in the up-to-date hospital, and by 
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The door frames should 
be of substantial material to resist the effects of fre- 


more elaborate panel effect. 


quent passage of the beds, the wheel stretchers and 
the food wagons, and steel jambs with or without 
mouldings have become almost universally used and 
are considered in the light of economy, although 
wood jambs in less frequently used doors may be 
installed. (See Fig. 1). 

open and free from contact with walls not only pro 


Cabinets and cupboards 


vide for utensils, but make possible frequent and 
thorough cleaning with the least effort. 

Nurses’ Stations. Around the nurses’ station of 
the floor should be gathered as closely as possible the 
various details, such as the linen cupboards, the chart 
cases, the nurses’ call annunciator, and within eas) 
reach, the sink or workroom, the room for cut flow 
ers, etc., and an accompanying cut shows one method 
(Fig. 3). 

Sink Rooms, Sub-sink Rooms and Toilets. 


efficiently worked out. 
On all 
patients’ floors the nurses’ workrooms, commonly 


known as the “sink rooms,” should be planned with 


ample spaces for the various details of equipment 


necessary for a properly functioning hospital,—bed 
the 


the hot plate, cup 


pan hopper, sterilizer and storage racks, slop 
sink, the ice box for cracked ice, 
board for specimens for laboratory examination, ete. 
The smaller sub-sink room need not have elaborate 
equipment, but merely a toilet for patients, which 
may be combined with a bedpan washing device, and 
as circumstances may dictate, a small sterilizer and 
pan rack. Where sub-sink rooms are placed between 
wards, the service is greatly simplified. 


(Fig. 5) 
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Double Swing Door Frame, Showing Visual Cut Off at Hinge Side of Door and Integral 


Base Across Face of Jamb 
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EERING AND BUSINESS 


Part Two 


now looked upon as essential in private room service. 
These may be for the individual room or with on 
toilet serving two adjoining rooms, where with spe 
cial interlocking hardware absolute privacy may lb. 
maintained and space and economy in construction 
gained. With this same plan showers and baths may 
be used to accommodate either room. 
21). 


one may be planned to connect with two rooms, and 


(Figs. 6 and 
Where a bath is desired for infrequent use, 


by the use of one door only it may be used with 
absolute privacy to serve each room at will. (Fig. 7). 

The increasing demand in the more modern hos 
pitals for smaller units has brought into use cubic 
in 


divisions divisions, when 


considered in making the layout and provided with 


open wards: ‘These 


separate window and heating units, provide a maxi- 


mum amount of privacy in the ward and at the same 
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time give the nurse complete surveillance of the ward 
from the nurses’ station (Fig. 5), and when pro- 
vided with sliding panels (Fig. 9) at the bed height 
it is possible for patients in adjoining beds to “visit” 
as readily as in the open ward. It is advisable to 
keep the bottom of the cubicle screen up a few inches 
from the floor and down from the ceiling for air 
circulation, and the connecting ties from one cubicle 
screen to another will provide for separating cur- 
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Cc ° 2 2 ! a 
tains for complete isolation. The material for the 4 Soaps, Sone 4 
cubicle partitions may be solid plaster on steel frame, 7 i \ tree = " + 
steel frame with asbestos lumber panels, or steel WARD WARD 
frame and panels, but if steel partitions are used, : 
it is advisable to have “filled’”’ panels to absorb the a ee 








metallic ring of metal. When cubicle partitions are 
used for children’s wards, it is customary to use 
glass in the upper panels, making possible a more 


Fig. 5—Small Cubicled Wards, 
and Nurses’ Station Controlling 


Showing Sub Sink Rooms 
Two Wards and Corridor 
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Toilet Connection, 
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Plan Showing Private Rooms with Common Bath 
Controlled by Single Door 


Fig. 7 


complete surveillance of the entire ward. (Fig. 8). 

Hardware. The metal metal, 
whether it comes from the cogs of a motor, the rattle 
of metal 


click of against 


utensils or the action of door hardware, 
is among the sounds most annoying to the patient, 
and to minimize noise should be the aim of the archi- 
tect. There are no more annoying sounds than the 
clicking of the door latch and bolts to a door. It is 
common to see the latch bolt “muzzled” by a towel 
or a rubber strap, but some of us think the latch 
bolt may well be eliminated in the construction and 


the door be held in place by a silent roll striker or 
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AND BUSINESS Part Tw 














Fig. 8—Children’s Ward, Showing Glazed Cubicles, Scrub Up 


Bowls and Corridor Observation Window 


The use of the 
for holding the door 


by a self-closing, silent door check. 
friction hinge, or friction drag, 
in any position and preventing slamming, sometimes 
Whatever be the 
hardware used, it should be possible to enter and 
leave the patient’s room noiselessly, and with the 
with this in view, use of 
the hook handle (Figs. 10 and 11) has given uni- 
With the use of the self-closing 
check it is necessary to provide some “hold back”’ 


accomplishes the same results. 


hands otherwise occupied ; 
versal satisfaction. 


device, but it should be so applied as not to inter- 
fere with the ready opening of the door. Where it 
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Fig. 9—DPetail 
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Fig. 10—Elevation of Hook Handle Used for Patients’ Doors 
is desired to swing the door in both directions, the 
floor checking hinge may be used to advantage, and 
by using a concave jamb on the hinge, the sight line 
at the hinge side is cut off. (See Fig. 2). 

The noise from the elevator doors often causes 
great annoyance, and as these can be made to work 
without noise, great care should be used in the selec- 
tion of the elevator fronts as well as of the elevator 
doors. As the openings in the hospital elevator must 
be wide enough to allow the passage of 3-foot beds, 
the three-fold sliding door would seem to be the 
most practical. There is no more important detail 
in the hospital than the elevator, for upon its smooth- 
ness of working, reliability and finish depends the 
comfort of the patient during transit from one floor 
to another. The possibility of securing perfect land- 
ing, exactly level with the floor, so that beds may 
be rolled from elevator to corridor without a jar, is 
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Fig. 11—Interior Playroom, Grosse Pointe Cottage Hospital 
to be desired, and the extra cost of necessary equip- 
ment is warranted in most cases. 

Heating. 
cerned, whether it be hot water or steam, direct, in 
direct or direct-indirect, choice depends largely upon 


Insofar as the system of heating 1s con- 


the type of hospital, climatic conditions and_ the 
clients’ pocketbooks, but the extent of exposed sur 
faces of heating units should be considered along 
with other hospital details. 


used, the surfaces should be easily cleanable, and if 


If exposed radiators are 


set up on single legs or hung from the walls, the ease 
of cleaning is greatly facilitated (Fig. 12). The 
use of the direct-indirect radiator allowing for the 
introduction of fresh air and also ease of cleaning, 
has been made in certain localities where a greater 
amount of fresh air than can be admitted by the 
window is needed. This method of heating is par 
ticularly adapted to the operating room, where the 
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Fig. 12—Detail Showing Fresh Air Duct, Dampers and Method of Supporting Radiators 
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Fig. 13 


Operating Room Window, Showing Method of 
Heating and Ventilating 

radiator may be placed between the outer window 
and the window (See Detail Fig. 13) 
Where ventilators occur, for the sake of hygienic 
cleanliness, it is the opinion of the writer that all 
grilles and register faces should be omitted and the 
ducts finished like the wall, and “‘get-at-able” at all 
times for cleaning. 

Plumbing. A volume might be written on 
pital plumbing, from the sewer to the last spigot, but 
as this subject is covered more fully elsewhere in this 


screen. 


hos 


issue of Tre Forum, and as the writer 1s touching 
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Private Room Toilet, Showing Bed Pan 
Washing Device 


Detail of 
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Fig. 14 


Central Surgeons’ Scrub Up Basin, Showing 
Elbow Valve, Spray Nozzle, Etc. 

only on details and presumably interior details, he 
will mention a few only of the hygienic precautions 
which should be taken, and these are illustrated with 
a few diagrams. The most common piece of plumb- 
ing that may be used in every patient’s room is the 
basin, and as this basin is used by the patient, the 
nurse and the doctor alike, it should have all of the 
elements for carrying out the strictest hospital tech- 
nique and should have (a) 
overflow, (b) possibilities of cleaning the drain pipe 


absence of a concealed 


to the waist line of the trap, (c) possibility of draw- 
ing hot or cold water through an outlet sufficiently 
raised above the bowl to allow of filling pitcher or 
basin, and (d) control valves which may be when 
needed controlled by elbow or wrist. Such a basin 
simply made should be placed in every patient’s room, 
dressing room and wherever water for cleaning the 
hands is needed in the hospital. 

The surgeon’s scrub-up bowls may be more elab- 
orate with sprinkler head and large elbow valves 
(Fig. 14), but with the same principle of construc- 
tion. Fixtures with “integral overflow,” “pop-up 
fixed standpipes, or any device which could 
allow a “flow back” from the previous contents of 
the fixture, should be 


waste, 


avoided and the plumbing 
should be laid out to avoid any possibility of there 
being syphoning of sewage water into the fixtures 
or into the water supply. This precaution is very 
vital in connecting the sterilizers to water and drain 
systems. In no case should the water and drain 
The water 
should be brought over the top of the sterilizer 
In many of the English hospitals the drain of th 


sterilizers, or any fixture in the operating section 


connection be made through one pipe. 


of the hospital, drains to an open gutter and thence 


to the house drain. With water sterilizers this pre- 
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Fig. 16—Infants’ Ward, St. Luke’s Children’s Hospital, New 
Bedford, Mass., Showing Glazed Cubicles and Scrub Up Bow! 


caution is more essential than with boilers, and the 
writer believes that the interests of the hospital are 
safeguarded to a greater extent if all water used 
for surgical and drinking purposes is first distilled 
and conducted by gravity through sterilized pipes 
to various parts of the institution and locally re- 
heated or re-cooled for use. (Fig. 17). The auto- 
clave or pressure form of sterilizer is now being used 
very largely for instruments and basins, and when 
it is “built-in,” very little heat is thrown out. 

Sound. While the writer has mentioned some of 
the visible details which go to make up the efficiency 
of the hospital, the invisible detail of providing fot 
a certain amount of sound absorption adds so mate- 
rially to the comfort of the patient that providing 
it is unhesitatingly recommended. This subject is 
treated more fully in another article in this issue. 
Sound absorption may be effected either by wall or 
ceiling treatment, but the use of absorbing material 
on the walls is subject to more or less objection, 
owing to its being of necessarily porous material, 
it has been found that if the ceilings, which are less 
likely to collect dust, are treated, a sufficient amount 
of absorption is effected to make the hospital quiet 
for patients. It is as great a mistake to reduce the 
institution to the state of absolute quiet of oppression 
as to have it too noisy. For the purpose of securing 
this sound absorption, various materials consisting 
of loosely pressed fiber of cane, of mill shavings, of 
felt, ete., 
ings; or materials in the form of plaster of a fibrous 
nature. All have their value, for if 
per cent of the sound waves are absorbed, very little 
It has been found that if the 
ceilings of the corridors, the sink rooms, the serving 


are used in slabs and fastened to the ceil- 


from 30 to 50 


disturbance is felt. 
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Fig. 17—Section Through Typical Water Distilling Plant for 
Supplying Distilled Water to All Surgical Connections 
kitchens, nursery, etc., are protected, there is little 
need to carry the protection very far elsewhere, {01 
the disturbing noises of the hospital emanate from 
from the washing of utensils, from 
the crying of infants, from the clicking of hardwar« 


these sources, 


and from thoughtless talking in the corridors. 

Color and Decoration. With the detail 
fine, the floors ever so smooth, the air and the wate 
pure, the 


ever so 


mar the 
psychological effect on the patient, so that use of 


ever so absence of color may 





Fig. 18—Nurses’ Station, Showing Chart Desk 


Annunciator, and Linen Cupboards 


Nurses’ 
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Fig. 19—Central Nurses’ Station, Showing Nurses’ Call An- 
nunciator; the Charting Cases Are Within the Enclosure 


‘alar 
color, 


tial. 


and the proper color,—becomes most essen- 
Upon this use of color depends largely the 
“beauty of the hospital,”’ as was so fittingly expressed 
by Father Moulinier at a 


\merican College of 


recent. meeting of the 


Surgeons in Boston, but as 


ENGINEERING 











AND BUSINESS Part Two 














Fig. 20—-Cubicles, Scrub Up Bowls, General Ventilation and 


Decoration of a Hospital Ward 


this subject is being discussed elsewhere in this Hos 
pital Reference Number, the writer will be pardoned 
if he refrains from going further into the subject. 
One example is shown, however, of the possible 
decoration of a children’s playroom (Fig. 11). 
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Fig. 21—Detail of Hardware for Toilets to Connecting Rooms, Securing or Releasing Both Doors at One Movement of Handle 
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HOSPITAL CONSTRUCTION 


BY 
MYRON HUNT, ARCHITECT 


. HE logical reasons which usually underlie the 
decision to erect a tall building, for any use 
whatsoever, might be said to be caused by a restricted 
site; the high valuation of land; the saving of ex- 
pense, particularly when construction and floor re- 
subdivision story by story can be standardized ; the 
cost of foundations in cold climates, where frost ex- 
tends 4 or 5 feet into the ground; the conservation 
of heat rising through the building ; modern fireproof 
engineering and construction methods; and not the 
least of many considerations, the possibility of cap- 
italizing the modern freight and passenger elevator. 

In planning even a small hospital in a cold climate 
a sufficient number of such considerations will usu- 
ally obtain to indicate a vertical rather than a hori- 
zontal development. In perhaps one third of the 
area of the United States, however, climatic condi- 
tions, with lower average land values, are such as to 
warrant the serious consideration of the advantages 
of one-story construction in the erection of a small 
hospital of say 100 beds and less. Some 20 years 
ago the writer built in Los Angeles County the first 
California school building planned on a large scale 
as a wholly one-story structure. It proved a success 
as a general scheme. Today in the country districts 
of the southwest, and largely in suburban districts, 
the one-story elementary school with its unglazed 
outside corridors in the form of long porches and its 
ventilation on two sides of every room, is quite the 
There is an actual reason for the Cali- 
iornia “bungalow,” as there has proved to be good 


general rule. 


reason back of the erection of moderate-sized one- 


story schools, libraries, and more recently hospitals, 


in the southwest. Frost extending deep into the 
ground need not be provided against. Steam heat 


and its conservation are of less importance than the 
desire to produce airiness and the desire to move 
from the garden or grounds into any part of the 
building at will; and no snow drifts are encountered 
to make it necessary to set the first story high above 
the ground level. Under the conditions just sug- 
gested, the original expense can actually be reduced, 
and the upkeep cost of stairways and elevators may 
be eliminated; the land 
greater ; contemplated expansion can more easily and 
economically be provided for, and the hospital can 
be made to look less institutional —-more domestic. 

The spread-out plan, even for a 60- to 80-bed hos- 
pital, would at first appear to be probably a financial 
luxury, and certain to involve much walking from 
department to department. Experience,—the actual 
measurement of the average number of steps to be 


area, however, must be 


taken by the staff—has, however, proved otherwise, 
up to 80 and perhaps, on some sites, 100 beds; this 
means up te a size which necessitates two nursing 


stations, and in some cases for three such executive 
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IN WARM CLIMATES 


centers of nursing activity. For instance, let us take 
the one-story building at Riverside, built as a two 
station, 70- to 80-bed hospital with plans for future 
expansion, if need be, to a three-station hospital, 
caring for from 100 to 120 heds. This might have 
been considered vertically in a cold climate, perhaps 
Basement : 


as planned in this way. heating plant; 


refrigeration and other mechanical apparatus ; 


mci 
- mattress sterilizer: laundry 
Kirst kitchen 


with its various adjuncts, including the service din 


erator ; storage; perhaps 


the morgue, ete. story: perhaps the 


ing rooms which should perhaps have occupied more 


space than might have been available; emergency 


receiving and executive offices. On this floor, unless 
it had one-story wings, it would have been impossible 
stores; the 


to have included various desirable local 


physicians’ and nurses’ locker rooms; social service 
department ; and certainly there would not have been 
space for physiotherapy, which, with its necessity for 
easy access from the street and the necessity of look 
ing toward possible and almost certain extension, 
should not be tucked The 
second story would perhaps have contained from 28 
The third 
contained the maternity department, which however, 


away in the basement. 


to 33 medical beds. story might have 


would have had to be cut down to fewer beds than 
would 
juncts, 


needed if the creche and its ad 
and particularly if the 


were kept on the maternity floor. 


have been 


labor and delivery 
Phe fourth 
the 


munity were such as to seem to require more surgical 


rooms, 


floor: surgical beds. Here conditions in com 


beds than beds for any other department, and a 


standard vertical building would not have had_ thi 
Fifth floor: 
laboratories 


surgical beds all on one level. operating 


unit, with various and surgical work 
rooms, with perhaps labor and delivery rooms. Sixth 
floor: doubtless a sun parlor; and an intermediate 
seventh floor could easily have been argued for in 
order to take care of expansion which could not 
the 


additions horizontally in any vertical scheme or plan 


have been taken care of economically by future 
If it had proved desirable, in the Riverside prob 
lem, to put their requirements into a five-, six-, or 
seven-story and basement building, the difficulties to 
be solved from the standpoint of the inter-relation- 
ship of departments might be enumerated as arising 
from: 
1. The desire to keep the kitchen and all service 


] 


dining rooms out of the basement in a climate and 


locality where land valuation has developed no 


sufficient precedent for the basement arrangement ; 
in other words, where it would have been very un- 
popular, as well as inconvenient. 

2. The desire to get the out-patients’ department, 
and the present with the future expanded physio- 


therapy department, where they would be accessible 
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December, 1928 THE 
from the street. It is, however, to be noted that in 
this particular instance a hillside location was utilized, 
and these departments are in reality in a wholly ex- 
posed basement. 

3. The desire to have in this community an emer- 
gency operating and receiving service separated from 
the main operating room unit, even in this small 
plant, although it continues to be adjacent to the 
regular surgical nursing service group. 

4. The desire to have the X-ray and other labora- 
tories close to both the emergency and regular operat- 
ing units. 

5. The desire for a large central first-story room 
for use not only of the board of directors, but also 
for the use of the local medical society. 

6. The desire to get physicians’ and nurses’ rest 
rooms and also the dieticians’ office near the central 
executive control. 

7. The desire on the part of the board of directors 
of the hospital to provide an osteopathic unit which 
was to be in the building separate from the main struc- 
ture, but with food service from the main kitchen. 
8. The desire to have surgical beds on the same 
floor as the operating rooms, coupled with the appar- 
ent necessity for a larger number of surgical beds 
than of either medical or maternity, at present. 

9. The desire to provide economically for a future 
maternity unit which should add 40 or 50 per cent to 
the total bed capacity at present required. 

10. And the natural and usual desire to keep the 
ward corridors from being general utility and vis- 
itors’ runways. 

The climatic opportunity being assumed, it ap- 
peared possible to solve more of these problems in 
a one-story than in a many-storied plant and, strange 
to relate, at less expense despite the use of good 
construction. This expansible community hospital, 
general in type, carrying some 80 beds, was actually 
built for substantially $3000 per bed, and when the 
plant is some day completed, the per bed cost will be 
cut another $250 or more. This was accomplished 
in a small general hospital, in which, if one segre- 
gates the actual square foot area that is available to 
he occupied by patients (wards and patients’ rooms), 
and sets this area against all the areas otherwise 
used, one will find that the 80 beds occupy only 221 
per cent of the floor area of the entire hospital. 

This always seems incredible, but a check of any 
reasonably complete general hospital of from 150 
beds down to 70 beds, with all the departments to 
some extent represented, and all the space taken into 
account (that the visitors and the physicians and 
even the nurses seldom see——but which must be 
counted in), such a check will seldom show that the 
actual rentable patients’ space will exceed more than 
from 20 to 25 per cent of all space. Corridors, nurs- 
ing units, kitchens, boiler and incinerator room, 
laundry, executive, storage, and out-patient depart- 
ments, in addition to stairways, elevators, surgery 
and many minor units, add up in area enormously. 
Naturally this statement does not apply to a special 
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hospital or to hospitals, which, not being general com- 
munity hospitals, do not have at least the rudiments 
of the numerous departments which go with even a 
small general hospital, erected to supply as nearly as 
possible all the requirements of a district. 

Since the erection of the Riverside Hospital, two 
others have been developed,—that at Upland (The 
San Antonio Community Hospital), and one now be- 
ing built at Redlands, along similar lines. 
smaller and the other practically the same size as the 
Riverside. One has fewer departments, offices and 
social requirements, and the other has more such 
general units. More bed space per total area has 
been obtained, but only by curtailing units which 
seem more or less necessary in a self-contained and 
complete community hospital. 

The construction of these buildings is: (1) rein- 
forced concrete for foundations, exterior walls and 
for all that portion of the basement which extends 
above ground and is completely lighted ; (2) concrete 
floors throughout, with terrazzo finish and cement 
base board; (3) concrete porches; (4) metal trim 
at door openings; (5) tile roofs; (6) interior parti- 
tions, except for cross wall fireproof partitions at 
intervals, made of wood studs with metal lath and 
plaster,—this wood, of course, a compromise, largely 
justified however by the comparative safety which 
comes with a one-story building. 

The amount of area saved through the elimination 
of stairways, elevators, and fire escapes added some 
15 per cent to the number of beds that would have 
been available had these structures been worked out 
vertically. This method of one-story attack upon the 
small hospital problem has also been used by us at 
Artesia, at the Boys’ and Girls’ Aid Society at Alta- 
dena, in the Pasadena General Physiotherapy Build 
ing and Dispensary, and in the Pasadena City Con 
tagion Hospital. 

Sufficient experience is available to show conclu- 
sively that in warm climates and within certain limi- 
tations, economy of construction and of operation 
and efficiency in general may obtain in such hospitals. 
The principal characteristic of the construction of 
these buildings is a thick, hollow, reinforced concrete 
exterior wall, affording fire resistance from the out 
side, an appearance of stability as in the case of the 
early buildings of California, and insulation as a re 
sult of the hollow in the thick exterior wall. Such a 
wall is composed of a 4-inch outer wall of reinforced 
concrete and a similar 4-inch inner wall with cross 
webs at windows and at intervals in long unbroken 
walls, leaving a hollow space which reduces the 
cost of construction and has proved to be magnifi- 
cent insulation against heat from without and at the 
same time a great conserver of artificial heat within. 
The construction is carried on through the use of 
collapsible forms in the case of these hollow walls. 
It has been developed to such an extent through the 
southwest, since the building by the writer of the 
Flintridge Country Club ten vears ago, that it has 
become a standard method of construction. 
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OF SAMUEL 
HERE is probably no type of building in which 
the matter of planning for equipment plays such 

an important part as in a hospital. The planning of 
the building itself is highly complicated, and the 
purposes of the hospital, down to its minutest details, 
should be definitely pre-determined with the architect 
by those who will subsequently operate and manage 
the building. Each separate department should be 
allocated and arranged in accordance with its proper 
functions, and these functions must be clearly visua- 
lized. It is always preferable to have in charge of 
the work an architect who has had thorough hospital 
experience and who is fully conversant with depart- 
mental needs and hospital technique in all of its 
phases and who understands the equipment. 

[f a hospital is to render complete and intelligent 
service, the matter of equipment becomes one of 
paramount importance, and all equipment items 
should be considered as an integral part of the build- 
ing and should be taken care of in the original plan- 
ning and not left for subsequent consideration. For 
the purpose of this article, it is not our intention to 
consider the mechanical plant,—ventilating system, 
ordinary plumbing fixtures, elevators, plant for me- 
chanical refrigeration, clock system, telephone sys- 
tem, nurses’ and doctors’ call system, linen chutes 
and incinerators,—as equipment. While it is true 
that all these might perhaps be considered as equip- 
ment items, they seem to the writer to be more parts 
of the building itself, and the subject matter of this 
article will be confined to other types of equipment. 

Equipment seems to classify itself logically into 
two general types: 1. Built-in or fixed equipment, 
requiring structural provision to accommodate its 
proper placing in the building, or requiring plumbing, 
heating, ventilating or electrical connections to make 
it effective. 





2. Movable equipment (which is usu- 
ally just as essential as built-in or fixed equipment), 
the position of which must be accurately pre-de- 
termined and proper floor or wall space allowed for 
its subsequent placing. In general, built-in or fixed 
equipment items consist of kitchen equipment ; laun- 
dry equipment; refrigerators ; laboratory and phar- 
macy equipment; built-in cases, counters, bins and 
shelvings of all kinds; sterilizing equipment ; special 
plumbing fixtures (such as plaster sinks, disposal 
sinks, bed-pan washers, infants’ baths, etc.) ; X-ray 
equipment; physio and hydrotherapy equipment ; 
lockers; instrument dental chairs, ete. 
Movable equipment items are, in general, beds; 
dressers: chairs; desks ; movable tables; filing cases ; 
operating tables ; examining tables ; basin, instrument 
and irrigator stands; anzsthetizing equipment ; dress- 
ing stands; bassinets (in the nursery) ; tray cars (in 
the kitchen) ; sorting tables and truck tubs (in the 
laundry) ; and a host of other items, all vitally neces- 
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PROVIDING FOR HOSPITAL EQUIPMENT 
BY 


HANNAFORD 
HANNAFORD & SONS, 


ARCHITECTS 


sary to the successful functioning of the hospital, 
and for which places must be found and proper pro 
visions made. 

From the foregoing, it can be readily seen that 
the matter of pre-determinirig the location of and 
providing for all equipment items becomes a matter 
of tremendous importance. It is not good practice, 
ever, to assume a room or department size and then 
try to put the equipment in it. 
must le definitely foreseen and the equipment at 
ranged so as to function to the best advantage in the 
most economical space, and from this arrangement 


The use of the room 


the room size can then be determined and made a 
part of the finished plan. To illustrate this point, let 
us consider a small X-ray suite and its equipment. 
First of all, the walls (and also the floor and ceiling 
of patients’ rooms below and above the X-ray de 
partment must be lead-lined; doors must be lead- 
cored; windows must be provided with lightproof 
shutters or shades. The equipment to provide for 
consists of the X-ray machine proper ; control room: 
a radiographic and fluoroscopic table; plate changer ; 
stereoscope films); film 
cases; provisions for overhead high-tension wiring, 
In the dark room in connection with the X-ray 
department, provision must be made for a five-com 
partment developing sink (with hot, cold and_ ic 
water supplies) ; work counter with film and chem 
ical storage space below; film rack for drying films ; 
fan for film dryin 
vided with 


(for viewing of 


storag: 


etc. 


g; five electric light outlets pro 
light-safe fixtures; light-tight, lead 
lined transition box in wall between dark room and 
X-ray room to permit passage of cassettes contain 
Pro- 
vision must be made for dark room with automatic 
sprinkler system. 


ing exposed films to dark room for developing. 


The foregoing are minimum re- 
quirements for a very small X-ray department, and 
the architect should work with the Roentgenologist 
of the hospital in laving out this department so as 
to provide for every equipment item necessary for 
this important department. 

Movable equipment is very often closely related 
to other equipment, and the proper arrangement and 
location of the movable equipment are very important 
Frequently one goes into a hospital where the matter 
of purchasing and placing equipment has been left to 
a later time, and one sees then the real importance of 
giving the equipment consideration along with the 
general planning of the building. This is particularly, 
true with such pieces of equipment as require water, 
waste, vent, steam or electrical connections, as these 
connections should be located and run at the time of 
constructing the floor slabs and installing the parti 
tions. By following this procedure, a tremendous 
amount of subsequent cutting, and patching, 
their resultant “extras,” 


with 
will be eliminated, and the 
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Fig. 1. Main “Centralized” Type Hospital Kitchen 


equipment will fit into the finished building in a neat 
and orderly way. 

\ll of the matters discussed in the foregoing para- 
graphs may seem so obvious as to make them prac- 
tically unnecessary, but the writer has seen so many 
hospitals in which, for some reason or other, the 
matter of equipment was not given consideration at 
the time the general drawings were made, that it 
seems advisable to touch upon a few of the more im- 
portant points in connection with planning both the 
building and its equipment as a unit. Equipment will 
not “just place itself,” and inasmuch as it 1s a vitally 
important part of the building, there seems to be no 
reason for not taking it into consideration at the 
very outset of the problem. As was said before, it 
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2. A Small Floor Service Pantry 
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3. Utility Room on Patients’ Floor 
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Fig. 5. 


A Typical Private Patient’s Room 
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Fig. 6. A Typical Minor Operating Room 
is bad policy to establish room sizes and shapes 
arbitrarily and try to get the equipment in after 
wards. The consequences of this method of procedure 
are usually that either the room is unnecessarily 
large, thus wasting cubic contents and increasing 
maintenance expenses, or the room is so small as to 
develop cramped and poorly arranged equipment, 
thus cutting down the efficiency of the room and 
involving consequent maintenance cost, due to this 
decreased efficiency. This point seems of sufficient 
importance to warrant its being given emphasis in 
this article. 

One of the fundamentals in developing any hos 
































































































































= a = | pital project is, in the writer’s opinion, an early de- 
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worked out by those who will be entrtisted with the 
hospital's management; and this policy, once estab- 
lished, should be rigidly adhered to. This prede- 
termination of policy has a very important and 
definite bearing, which cannot be overstressed, upon 
every least portion of the hospital building. As a 
rule, when one sees a hospital which has been planned 
without a completely pre-determined administrative 
and operative policy, one sees a hospital which is not 
functioning as it should. Its arrangement is prob- 
ably not efficient, the equipment has not been prop- 
erly thought out or located, and the entire building 
seems unsatisfactory. 
in two quarters: 1. Those who were to have the 
management of the hospital in their charge failed to 
visualize the administrative program and_ conse- 
quently failed to anticipate the needs of the various 
departments. Or (2) the architect employed did not 
have sufficient hospital experience to know what the 


The fault would appear to lie 


various departments would require, and was _ not 
aware of the vital importance of planning for equip- 
ment and planning to meet the requirements of a 
definite administrative policy. 

The various illustrations in connection with this 
article are designed to show some of the salient fea- 
tures discussed herein. Figs. 1 and 4 show the lay- 
out of a main kitchen of an average-sized hospital. 
The type of food service determined upon by the 
hospital authorities was, in this case, the “central- 
ized” type, using food trucks from the main kitchen 
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and distributing trays from these trucks to the va 
rious patients’ floors. This was an important de- 
cision to make, as it naturally affected the general 
kitchen layout. By properly studying the kitchen 
service, the equipment was placed and all service 
connections of every sort run to proper locations as 
the building progressed. A great deal of equipment 
was designed to be set up on sanitary bases having 
tiled facings, and the sizes and locations of these 
bases were pre-determined and the bases constructed 
before the equipment was delivered. The completed 
kitchen is very efficient and satisfactory, and all 
equipment was placed and connected up without any 
changes, cutting or patching whatever. 

Fig. 2 shows a small floor service pantry in the 
same hospital as the main kitchen just described. 
Inasmuch as the central tray service system of food 
distribution had been determined upon, these floor 
service pantries could be greatly reduced in size, as 
there is on actual preparation of food in this pantry 
The and 
of the rooms were determined entirely by the equip- 


for the various patients. sizes shapes 
ment layout, and all provisions to receive equipment 
and all service lines to properly service the equip- 
ment were installed as the building went up. 

Fig. 3 shows a typical utility room on a patients’ 
floor. Here again all equipment was carefully laid 
out; the size of the room was determined from the 
equipment arrangement. The other illustrations are 
practically self-explanatory in showing equipment. 
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HOSPITAL PLANNING 


ISADOR ROSENFIELD 
OF KOHN, BUTLER, STEIN AND ASSOCIATED ARCHITECTS 


T is generally conceded that hospital planning is 
more complex and technical than that of any 

other type of building. The units comprising a hos- 
pital are small, and their use and equipment are so 
diversified that it is exceedingly difficult to co- 
ordinate them into workable unity. 

Before an architect begins to plan a hospital, he 
must be fortunate in either of these ways: he must 
have a client who thoroughly understands the prob- 
lem in all its ramifications; or else he must himself 
have a complete grasp of hospital procedure. Seldom 
is the owner or the architect equipped with the nec- 
essary knowledge to properly determine the require- 
ments and to coordinate them into a complete whole. 
For that reason, owners employ consultants, or the 
architect himself often engages the consultant. 
Whoever is charged with the function of determining 
the requirements, experience that unless 
many questions are asked, some plan features may 
never be brought out, and thus be inadvertently 
omitted. The accompanying outline is intended to 
serve as a guiding list of hospital considerations in 
the hope that it may bring out items that might other- 
wise be forgotten, and that it may provide useful 
data and information in regard to many details. It 
is not intended to cover every conceivable require- 
ment or variation of requirement. The writer is 
well aware of the many points that could be included 
to amplify the present outline. In order to cover 
this subject in greater detail, more space would be 
required than is possible here. 

Type of Ownership. (a) Governmental; 1. City. 
2. State. 3. County. 4. Federal. (b) Civic; 1. Inde- 
pendent Association. 2. Industrial. 3. Fraternal. 4. 
Denominational. 5. Individual or Partnership. 

Kind of Hospital. 


Special > 


shows 


(a) General; 1. Teaching. (b) 


Children. 
Maternity. 
Communicable 
Surgical. 
Psychiatric. 
Tuberculosis. 


Convalescent. 

Chronic. 

Cancer. 

Eve, Ear, Nose, Throat. 
Cardiac. 

Preventorium. 


Disease. 


Size, Number of Beds Required. 1. Medical and surgical 
beds,—one for each 200 of population. Proportion between 
the two will vary to some extent with the degree of in- 
dustrialization of a given community. 2. Maternity,—one 
for every primipara. Add one bassinet for every maternity 
bed. 3. Tuberculosis,—one for every annual death. 4. Com- 
municable diseases,—one for each 2,000 of population. 5. 
Convalescents,—12 to 15 per cent of total number of beds, as 
determined here. 

Another and cruder method of arriving at the number 
of beds required is based on these figures: 

(a) Number of sick people in average community equals 
2 per cent of population. 

(b) Number of sick requiring hospital care equals 20 per 
cent of all sick. 
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(c) Add 20 per cent for vacant beds. It is necessary to 
provide vacant beds for “peak loads” and for epidemic or 
catastrophic situations. 

(d) Add 12 to 15 per cent to these figures for conva 
lescents. 

Note: The methods described here do not take into con 
sideration local conditions which may alter the proportions 
to a greater or lesser extent. 

Estimate of Cost. 1. Cost per bed depends on type ot 
patient accommodations and the extent of treatment facilities. 

2. Cost per cubic foot depends on nature of construction, 
sizes of units, extent of equipment requiring connections, 
locations, etc. 

3. Probably the best way to estimate the cost is to pre 
pare preliminary plans and specifications and to obtain an 
estimate from a contractor experienced in the type of hos- 
pital building contemplated. 

4. These references to cost per bed do not include cost of 
housing the personnel. 

In the average good hospital there is one nurse for every 
two patients. This is for a two-shift day. More nurses are 
required for a three-shift day. The non-professional staff 
and servants form a group about as large as the nursing staff. 
Therefore, unless a part of the staff or servants is to live 
outside, it is necessary to provide housing and recreational 
facilities for a number of persons approximately equal to 
the number of patients’ beds. 

Selection of Site. General Location,—country, suburb or 
city. Accessibility—for patients, personnel, supplies, visi- 
tors. Extent of Site,—cost, type of buildings, (i. e. cottage, 
pavilion or multi-story); possibilities for future extension. 


Latitude and orientation to sunlight. Shape and topography 7 
of terrain. Non-proximity to disagreeable surroundings 
Availability of water, sewage disposal, gas and electricity 
Type of Buildings— 
Cottage Plan. Pavilion Type. Multi-story Buildings. 
Combination of These Types. 
Type of Construction. 

Fireproof. Semi-fireproof. Frame Construction. 

It is generally conceded that patients should not be housed 
in any but fireproof buildings, even if the buildings are only 
one story high. 

Criteria of Sound Hospital*Plan. (a) Utility. (b) Di- 
versity. (c) Facility of Operation. (d) Flexibility. (e) 
Health. (f) Economy. (See article on “Introduction to 
Hospital Planning,” by Dr. S. S. Goldwater, Modern Hos 
pital Year Book, 1926.) 

Departments and Services ma General Hospital 

Medical Genito-urinary 
Surgical. Nutrition, 
Obstetrics and Gynecol Orthopedics. 
ogy. Contagious « 
Pediatrics. Tuberculosis. 
X-ray and Radium. Social Service 
Laboratory and Path- Pharmacy 
ology. Dental. 
Physio-therapy. Medical Records 
Dermatology. Medical Staff. 
Neurology, Psychiatry Nursing Staff 
Eve, Ear, Nose and Male and Female Ser- 
Throat vants 
Accommodations and Provisions Will Be Needed Also fo 


Administration. Autopsy and Morgue 


Patients and Out Pa- Preparation of Food 
tients. Laundry. 

Services. Storage Facilities 
Operating. Heating Plant. 
Delivery. School of Nursing 
X-ray. Housing of Nurses 
Physio-therapy. Housing of Staff 
Laboratories and Drug Housing of Servants 


Room. 
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tron. (a) Lobby,—information desk public 
public telephones conference rooms... (b) 
isiness Othices,—general and private board room with 
wit serving pantry (c) Protessional Othces, 
edical directo , record superintendent of 
rse admitting room a1 (d) Social Service, 
taff roor consultation library staff 
lets , ambulance entrancs emergency room 
atic Juarters Wards,—for men, women, children, 
maternity, new-born infants. Separating or quiet room, one 
for ea en ward patients. Cubic feet of space required 
per patient in the ward; for adults, 800 to 1,000 cubic feet, 
r children, 500 to 800 cubic feet,—for. infants, 200 to 300. 
P rtiot f window area to floor area, 1/5 minimum 
Separation of patients within ward: (a) By portable screens 
By fitted r hxed screens. . . l. “Riggs” o1 
Spanish” method: 2. Cubicle method, with or wit! 
it curtains (c) With curtains on curtain rods or wires? 
3 Semi-private rooms, 2 to 4 patients 
ite Rooms. Minimum size, 8 feet, 6 inches x 12 feet 


Standard size, 9 feet x 14 feet With lavatory in eacl 
room With private toilet? With private bath? With 
space for a cot for special nurse or patient? Rooms en 
uite for “group nursing” ? 

Child) s Hard. Partition between ward and corridor 
should contain as much glass area as possible. Children’s 
beds, separated by glazed screens ? Rooms specially deco- 
rated? Closets, wardrobes, or lockers? Size? 


/:xtra-ward Facilities. 1. Individual balconies or porches ? 


2. Common balconies or porches? ... 3. Solaria? 

4. Sitting rooms in the case of use by chronics and 
convalescents? .. 5. Open decks? .. 6. Glazed or open 
p rches ? 7 Visitors’ rooms. 


1. Corridors, 
feet; minimum 


minimum width for children’s 


width for 


wards, 7 


adults’ wards, 8 feet. Corridors 
may be narrower if they have frequent broad spaces suffi- 
ciently wide to permit turning around of beds. Corridors 


Sends in corridors serve 
ventilation of corridors 
about a common 
opening from corridor reduces traffic and noise. 
Stairs. There should be at least 
from each other as 
laws governing stairs in hospitals 
are preterred. Minimum width of run, 3 feet, 8 inches, no 
winders; avoid long runs. Stairs forming organic parts of 
buildings are preferred to fire escapes. Wall rails are as 
important as well railings. Risers should not exceed 7! 
hes; minimum, 10 inches. In children’s hospitals 
inch risers are preferred. Thickness of masonry 
required for enclosing Fireproof, self-closing 
doors ? Extent of wire glass in doors permitted? .. . 
3. Elevators are desirable even in two-story buildings 
Push-button control vs. hand-operation economy vs 
One elevator for all purposes? Separate ele- 
service ? Elevator for service? another 
another for public? Consider 
economic advantages. Safety de 


should not be monotonously long 
to reduce noise. Natural light and 
are important. Grouping certain 


vestibule 
) 


far removed 


services 


two sets of stairs as 
possible. Consult local 
Naturally lighted stairs 


inches; tread 
a) or 6! 


stairs? 


sal ty r 
vator for , 
still 


elevators for 


tor patients 
grouping 


vices Emergency stop button and emergency bell? 
Thickness of walls required for enclosing shaft? 
Fireproof doors,—swinging, self-closing, folding, or disap 
pearing two- or three-speed doors? Maximum area of wire 
glass allowed? Standard finished dimensions of shaft 
large enough to accommodate a bed are 6 feet, 6 inches x 8 


inches. elevators for 


Overhead vs. 


feet, 6 Reduced and even speed of 
patients Micro-leveling device? 
basement location of elevator machinery ? 

4. Baths and Toilets. Modern practice requires a lava- 
tory in every patient’s room or ward. Such provision is 
regarded as necessary to carry out aseptic technique rather 
than for patient’s comfort. If bath or toilet immediately 
adjoins the room or ward, the lavatory may be placed in 
bath or toilet. This is less costly and perhaps better for 
the appearance of ward or room, but it is false economy 
hecause the lavatory should be within sight and easy reach 
of doctors and nurses. Except in case of private baths, the 
toilet should be in a separate compartment from bath. In 
r congregate baths, bathing facilities should be in 
room, but there should be intercommunication be- 


case oft 


separate 
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tween baths and toilets. In small compartments, doors 
should swing out, for if otherwise it would be hard to hel; 
a patient fainting in compartment. Private toilet, with or 
without goose neck for bed pan washing ? : 
5. Utility Room. There should be at least one major 
utility room for each “nursing unit,” centrally located, with 
sub-utility rooms at frequent intervals to 
ticularly for bed pan technique. A good size for utilit 
room is 9 feet x 14 Utility room should contain 
Bed pan washer, or hopper, or washer and sterilizer con 
bined? Built-in or free-standing? 


Save steps, par 


leet. 


Utensil sterilizer, steam, gas or electricity ? 


Instrument sterilizer, steam, gas or electricity 
Hot closet 
Hot plate, operated by gas or electricity 


( crac ke d ice). 
Sink, drainboard, wash tray 
Table 
Bunsen burner outlet; electric utility outlet ? 
Shelf for solutions ...; in hot closet? 
Space for soiled linen receptacle 
Bed pan rack heated ? 

Sub-utility room should contain fixtures necessary for bed 
pan technique. Doors to utility and sub-utility 
be double-acting with sight windows 
. Serving Pantry. “Bacon Plan” hospitals have no serv 
ing pantries, but frequent, special lifts for food 
“Bulk Service” requires steam table or electric steam table 

“Tray Service’ does not require space for steam table 

If light cooking is required, provide hot plate,—gas or 
electricity ... If dishes are washed in serving pantry, is 
a dish washer wanted or a sink? Steam or hot water? 

If sterilization of dishes is required, steam is necessary 
(in contagious wards) Kitchen dresser—open shelves, 
or glazed front? Wood or metal? Sink,—sinele 
or double drain boards? Refrigeration,—ice or me- 
chanical ? Local unit or central plant? Towel 
closet heated by steam or by gas? ... Doors, double-act- 
ing with sight windows Food delivered by dumbwaiter 
or elevator ? 

7. Surgical 
wagon? 


Ice box 


TOOoMmMS te 


trays 


Dressings. Special room . . or portable 

In alcove off corridor or in utility room? 

If in separate room, provide surgeons’ sink, instru 

ment sterilizer, instrument case, portable wagon for bedside 
dressing. 

8. Clothes Chute. Metal 


metal, glazed vitreous 


tile ? Opening from utility rooms,—corridor .. special 
closet , or slop sink closet ? Doors kept locked ? 

9. Incinerator Chute. Desirable from delivery rooms, 
serving rooms, ett 

10. Linen Room and Supply Closets. Metal... or wood 
shelves ? Counter shelf 2 feet wide, 3 feet high 


Shelf under counter 16 inches wide Four shelves over 
counter 16 inches wide . Shelves solid ... or slatted 
for ventilation? If solid, they should be supported on 
metal knees 1 inch out from wall 


11. Nurses’ Station, to command view of elevators and 
corridors. Rail enclosure ... or alcove . . or separate 
room? Medicine closet or built-in cabinet ? Running 
water in closet ... or outside lavatory? ... All medica 


ments in one closet 
poisons? Special 
Space for desk . . 


or separate closet for narcotics and 
measures to safeguard narcotics 
If nurses’ toilet is wanted, the best loca- 


tion is adjoinng nurses’ station. Sitting room for special 
nurses? ... 
12. Slop Sink Cleset. One ...or more to a _ floor? 


Minimum door width 2 feet. 
a 2 x 2-foot slop hopper 
orderly or house maid 


Depth sufficient to take 

work space in front for 

Hopper with ... or without 

back ? The nozzle should be braced and have a pail 

hook . . There should be at least two shelves over hopper 
A row of hooks for bro« ms, mops, etc. 


13. Flower Room. Separate room or in connection with 
bath? Sink drainboard .. cabinets or shelves for 
vases ~» CE. 


In corridor 
. or in separate alcove off corridor? 


14. Stretcher and Wheel Chair Space. 
in wards 


Operating Department 


In a wing of first floor 
story, this department should 
Number of major 


or top story? If in first 
adjoin ambulance entrance 
and minor operating rooms? 
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“Operating amphitheater” ? Other rooms in this 
department are:—Sterilizing room . . ., Nurses’ workroom 
_., Anesthetizing room . ..., Scrub-up space ., Recovery 


rooms Surgeons’ dressing room . Laboratory .. ., 
Observation facilties . . ., Orderlies’ room .. ., Nurses’ 
toilet 


1 Major operating rooms may be about 18 x 24 feet; 
minor operating rooms about 14 x 16 feet. Ceiling height 
should be about 12 feet. Orientation to north desirable. 
Surgeons’ sink and instrument sterilizer in each room? 
Instrument cabinet in room or outside? 3uilt-in 
. or free-standing ? Floor drain? Ejector oper- 
ated by running water? . . Skylight lighting . . . ws. 
window light Wall finish_—marble . . ., tile . . .. cement 
plaster or ? Floor finish,—tile <g ROFEARZO «6 4s 
treated cement or-...? Brass strips in floor grounded 
to pipe to prevent explosions of anesthetics, due to static 
electricity Means of darkening eye-operating room 
2. Sterilizing Room. Located between two major operat 
ing rooms . or en suite with workroom? Water still 
.. dressings sterilizers . . ., utensil sterilizers . . ., in- 
strument sterilizers .. sink and drain board. . lf dis- 
tilled water piping system is desired, still may be best located 
in pent house... 
3. Nurses’ Work 


boards Blanket 


Room. Long table, cabinets and 


warmers? ... 
Finished 


cup- 


4. Anasthetizing Room. like typical patient's 
room Not within sight of operating rooms, if possi- 
ble No fixed equipment required. 


5. Surgeons’ Scrub-up. 
or in alcove within 


In operating department corridor 
sight of operating rooms? 


Scrub-up sinks,—knee control elbow control ~~ 
foot pedal control? ... 

6. Recovery Rooms. Required if operating service is 
in connection with large wards . . . 

7. Surgeons’ Dressing Room. Lockers .. ., lavatory 
toilet ..., shower... 

8. Laboratory. Desirable when main laboratory is not 


close to operating department 

9, Observation Facilities. Amphitheater ? 
between each pair of operating rooms 
operating room? 


. gallery 
stand in each 


Delivery Department 

(a) Labor room or rooms? 

(b) Delivery room or rooms? 
a minor operating room North light preferred . . . 

(c) Sterilizing room like that in operating department, 
often combined with functions of nurses’ work room of oper- 
ating department 

(d) Surgeons’ dressing room should, in addition to items 
already enumerated, have space for a cot 


Lavatory in each 
Equipped much like 


Laboratories 

Laboratories and Drug Room or Pharmacy. 
light a factor; north light preferred. 
in-patient and out-patient departments 
laboratory, all functions in one room 
bined en suite with pharmacy 
divided into branches, as—Routine . 
teriology etc. 

Essential Features of Laboratories. 

or wood? . . . Cupboards 


Good natural 
Location between 
preferred. Small 
Sometimes com- 
Large laboratories sub- 
.. Chemistry Bac- 


Counter tops of stone 
., cases and shelves 


for chemicals . . ., instruments .. ., reagents ..., etc. Sinks 
for washing .. and preparation of stains Gas outlets 
for Bunsen burners and autoclaves . . . Electric outlets 


for centrifuge .. Incubators .. ., 


or mechanical? . 


etc. Refrigeration,—ice 
Metabolism laboratory ? 


X-Ray Department 
The location should be dry and accessible to both in- 
and out-patients. A small department should have (a) com- 
bination fluoroscopy . radiography and treatment 
room (b) Office and interpretation room (c) 
Developing room... (d) Waiting space ... Large Depart- 


ment. (a) One or more radiography rooms (b) 
One ... or more fluoroscopy rooms (c) Deep therapy 
room with machine in separate and extra-insulated 
room ... (d) Light treatment room or rooms . (e) 


Viewing room (f{) Office (g) Developing room 

(h) Waiting space (i) Dressing rooms (j) 
Plate storage room (k) Toilet in connection with gas- 
tro-intestinal work .. . 
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Ceilings. Ceiling height not less than 10 teet in cleat 
ot all beams, pipes, etc. 

Insulation. Floors doors and partitions t 
height of 7 feet (but not exterior walls) insulated wit! 
lead? ... With barrium plaster? Thickness of insula 
tion? Method of fastening lead to partition? 

Color of fluoroscopy room walls and ceilings? 


Color of walls and ceiling in developing room? 
Prevention of to operator by use of rubber mats 
Conducting away of static electricity by use of terrazz 


] } 
SHOCR 


floors with brass strips grounded to water pipe 
Dark Room Entrance by maze special revolving 
door ..., or specially rabbeted door? Manner of intr 


ducing fresh ht 


air without admitting lie and of cot 

ducting away of foul air? 

Kiectric Current. Characteristics of ? Independent 
line from transformer ? 

Physio Therapy 

Facilities in each organized section; office dressing 
cubicles .. ., treatment cubicles . or common room? 
Rest room with or without cubicles? Poilets 

1. Hydrotherapy and massage may require any of thes¢ 
details ; needle bath douche sitz bath mud 


baths . continuous baths electric water baths 

salt sand carbondioxide . or sulphur baths 
massage ., hot and cold packs . . ., corrective gym 

nastics swimming pool .. . 

2. Artificia! Heliotherapy. Bedside treatment or sepa 
rate department? ... Individual lamps? Congregate ar« 
lamps? ... 

3. Natural Heliotherapy. Usually combined in one cd 


pavtment with artificial heliotherapy. Direct sun treatment 


shade treatment .. protection from view protec 
tion from wind treatment under glass which trans 
mits the ultra-violet ray .. kind of glass? 

4. Occupational Therapy. Bedside work? Special 
shops? Storage of materials instruments and 
appliances 

Other Provisions 

Autopsy and Morgue. Location in basement neat 
elevators ..., exit not visible to patients Autopsy roon 
equipped with autopsy sink . table , cabinet floor 


drain Morgue separate or combined with autopsy 
room? Morgue equipped with table sink floor 
drain .. body refrigerator Mechanical refrigeration ? 


Number of boxes? .. 
Out Patient Department. 
or separate building ? 


In same building with hospital 

If in separate building, how 
connected to main hospital? . Covered passage or tun 
nel? ... To what extent will diagnostic and treatment facili- 
ties of main hospital be available for out-patient department ? 
; Arrangement of diagnostic and treatment facilities 
should be such as to be available without duplication for both 
hospital and out-patient department. If in same building 
with main hospital, provide separate entrance ..., W 
room .. information office cashier’s office 

detention rooms for patients with symptoms ot 

gious diseases dressing rooms, lockers, and toilets 
out-patient staff. Diagnostic and treatment facilities art 
not re-enumerated, as it is assumed that either the hospital 
facilities will be utilized or that a separate 
will be provided . . For possible clinics see list of 
vices and Departments,” page 909. Ascertain schedul 
clinics and what rooms, if any, could be used for more 
one clinic at different times. 

Typical examination room should have: 

.. desk . . ., lavatory 


aiting 
toilets 
conta 


ror 


set of facilities 
“Ser 

of 
than 
Examining table 
cabinet for supplies 


one T 
more dressing cubicles . 
Special Rooms. 1. Surgical dressing room shall have 
Simple operating table .. ., sterilizers .. .. surgeons’ sink 
supply cabinet .. Mmstrument cabinet ... 2. Dental room 


one or more chairs with the other usual equipment 
Small work room... 3. Eve room large enough to have 
a 2l-foot range at least in one direction Windows ar 
ranged for complete darkening Sink , Sterilizer 
cabinet Dark room . 4. Ear, nose and throat 
room,—examination cubicles Sink . . sterilizer 
cabinet Small dark 


Housing of P 
1. The Superintendent. 
tion .. Capacity 


room 
ersonnel 


loca- 
In wing 


(a) Separate dwelling 
.. Private garage? (b) 
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of staff house 
position Of rooms 


separate entrance ., number and dis- 
. relation to staff house? : 

2. Internes and House Staff. (a) In separate building? 

relation to other buildings . Provision for members 

with families? Common sitting room » EDOATY .. « 


reception rooms? Single rooms or suites? With 
study ? Congregate . or individual baths? Din- 
ing room and pantry? (b) In hospital building ? 


Location adjoining operating 
ment ? Single rooms . . . or 
Running water in each room? 
shower ? Sitting room? 

3. Nurses. In separate building preferred . . 
relation to hospital buildings 
pital by covered passage? 


or delivery depart 
two in a room? ; 
Common bath? Tub or 


Location, 
Connection to hos- 
(a) Undergraduate Nurses, 


One ... or two in a room? Running water in each 
room ? Wardrobes or closets? Mirror on closet 
door? .. Baths and toilets . . . in separate rooms, 


but connected by door... 


for each 5 or 6 nurses, 


Showers? 
one water cl set 


One tub or shower 
for 5 or 6 nurses. 


1 lavatory for each 4 nurses. Kitchenette on each floor? 
Sitting room adjoining kitchenette? Sewing 
room ? Linen room or closet on each floor 


Slop sink closet on each floor (b) Supervisors, instruc- 
tors and other assistants of professional grade. Two bed- 
rooms en suite with common bath... Common sitting room 
for this grade? Distribution of suites in building for 
effective supervision ... (c) Superintendent of Nurses. 
Living room bedroom bath ., private porch? 

(d) General Features. Common living room with kit- 


chenette . . . Reception rooms . . . Public toilets Gym- 
nasium with swimming pool? Showers, common 
locker room or individual dressing rooms? Sleep- 


ing porches? (e) Administrative Features. Lobby with 
entrance from street Separate exit to permit going to 
hospital . without passing through lobby. Matron’s office 

Post Office, in-and-out board ... (f£) Training School. 
n separate building ... or in nurses’ residence? Rela- 
tion to nurses’ residence Auditorium or assembly hall 


Large lecture room Small lecture rooms ... or 
classrooms Demonstration room with these features in 
alcoves or separate rooms: 1. Bed care demonstration. 2. 
Utility demonstration. 3. Serving kitchen demonstration. 


Laboratories,—-chemistry, 
Massage room? 
Offices for instructors? 


biology,— bacteriology,—dietetics 
Library? Study rooms? 


Storerooms and closets for 


equipment and materials? ... (g) Separate kitchen and 

lining room or in connection with hospital plant? 

(h) Infirmary for Sick Nurses. Location? Typical 

nursing unit? Single rooms for those seriously ill? 
Wards for convalescents ? Examination room for 

school physician? . .. (i) Provisions in Basement. Trunk 


room Nurses’ personal laundry? 
General stores? . 

4. Housing personnel of non-professional grade. Loca 
tion? Over garage 
rate building? 

Division 
zontal or 

r more 


“Beauty shop’? 


or service building or in sepa- 
Relation to other hospital buildings? 
between male and female servants? Hori- 
vertical ? Provisions for flexibility ? One 
in a room? Congregate baths and toilets 
baths for schedule of fixtures.) Common sit 
. kitchenette? . . . Post Office and pack 

Personal laundry? 


(See nurses’ 
ting room, 


age room ? 


rvices 


Kitchen and Se 


Kitchen. Type of service required? Location in 
upper or lower story? . . Food storage rooms, 
refrigeration Mechanical refrigeration . or ice? 
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AND BUSINESS Part Two 
(a) Main Kitchen. 1. 


Preparation 
preparation, sinks . 


. parer ..., tables 


space,—vegetable 
-+ Meat prepara- 


tion, block . . ., sink, . grinder, table . . .; fish 

ice cream machine, salt box . table... 2. Daily sup- 
plies and refrigeration. 3. Ranges, . broilers, . . . bake 
ovens soup kettles vegetable steamers ., hood 


. . . hood lights, . hood steam jet for fire extinguishing 
4. Cook’s table, bainmarie,—plate warmer, 


steam . egg cooker .. toaster ..., sink. 5. Salad 
table .. ., bread slicer . . ., coffee, milk, cream and hot water 
urns 6. Pot sinks . table ..., mixer. 7. Dish 
washing,—soiled dish table ., garbage pails ., Silver 
sinks .. ., dish washer .. ., clean dish table . . ., shelving for 
dishes, etc. 8. Serving table .. tray trucks ., tray set- 


ups... 9. Cold water. 10. Space for food carts. 


(b) Diet Kitchen. 1. Ranges 2. Refrigeration 
3. Sinks ... 4. Tables. 
(c) WDietitian’s Office, commanding view of kitchen. 


Equipment,—desk . . ., files . 


., telephone... 
(d) Dining Rooms. 


1. For nurses one or more sit- 
tings ? Cafeteria or waiter service ., Or conver- 
tible for either? 2. For staff . . . waiter service? 

3. For male and female servants in one or in separate 
room? Cafeteria service? . 4. Separate dining room 
for superintendent and distinguished visitors? . .. 5. Dining 
room for out-patients and visitors? 


Store Rooms. Storekeeper’s office . receiving room 
.. receiving entrance. 
Food storage,—groceries .. staple vegetables meat 


. ., perishable vegetables fruit ., dairy products 


eggs. 
Furniture storeroom 
Bedding storage 
Patients’ clothing. 
Soiled linen room. 
Dead records room. 
Drug room. 
General supplies. 
Ice-making machine 
Storage for screens. 


and carpenter shop 


and fumigation room. 


ice tank 


; and ice storage bin. 
.., ladders . 


.., hose..., shovels. .., etc. 


Viscellaneous Facilities (usually provided in basement ) 
1. Locker room with toilet and shower facilities for 
special nurses. 2. Locker room with toilet and shower 
facilities for servants; separate facilities for male 
and female help. 3. Housekeeper’s 4. Machinery 
room or rooms. 
Laundry. Location 
disturb patients. or 
-lements,—receiving and sorting space 
drying .. and ironing space clean linen room 
sewing room supply room or closet .. servants’ toilet 
General Considerations —One-story vs. two-story plan 
rotation of working process .. ., light and ventilation 
nature of motors .. characteristics of available cur- 
rent type of machine control,—i.e., single panel with 
individual motors . . ., or single motor with continuous shaft ? 
Available steam pressure? water pressure? 
Vachinery and Equipment —Mattress disinfector? an 
Sterilizing washers? Wood washers copper wash- 
ers ..., or monel metal washers? Sorting trucks 
Soaking tubs Water softeners ? Soap tanks 
Starch cookers Extractors . Drying tumblers 
Drying racks .. Flatwork ironers prim presses 
hand ironers Sewing machines foot 
trically operated ? Tables shelving for 
and storing clean linen 


office. 


will not 
procedure. 
washing 


where noise of machinery 
interfere with diagnostic 


or el e. 
handling 
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HOSPITAL BUILDING COSTS 


BY 


CARL A. ERIKSON 


OF SCHMIDT, GARDEN 


“T° HE only proper introduction to this subject 

would be a thousand or more pages discussing 
and illustrating hospital planning and detail. As 
that privilege would, no doubt, be denied me, I must 
content myself by saying that hospital costs are 
pretty largely determined by the ideals, purposes, 
and purse of the sponsors. It is hard on me to be 
denied the privilege of explaining why, but easier 
on anyone who chances to read this article. It is 
difficult to convey information of this kind in such 
a way that it will not be misunderstood or misinter- 
preted; just the necessary definitions would prob- 
ably exhaust the entire space assigned to me. It 
would be easy to becloud this subject with vapor- 
ings as useless as spent steam on a frosty morning. 
But I know that architects would like information 
that they can “put their teeth into.” 

I propose to discuss the questions in regard to 
costs in the order in which they usually come up in 
our practice. The first question is always “What 
does a hospital cost per bed?” Similar questions 
are constantly being asked about the cost per seat 
of schools, theaters, and churches, and of the cost 
per room of apartments, hotels, etc. It does no 
good to tell your client that such figures are value- 
less—he still wants to know the answer. The 
architect experienced in any one of these classes of 
buildings can extract enough information from the 
client in a few moments to give a figure that is 
within 25 per cent of the correct amount by com- 
parison with the costs per room, per seat, or per bed 
of buildings similar to that described by the client. 
Every architect, no doubt, qualifies such answers in 
every possible way. “What does a hospital cost per 
bed?” raises three additional questions at once: (1) 
What kind of a hospital? (2) What is to be in- 
cluded in costs? (3) What is a bed? There are as 
many different kinds of hospitals as there are of 
women’s hats. A teaching hospital in a large city is 
far more expensive than a hospital serving a small 
town and its environs. A hospital consisting of 
large wards is far less expensive than one consisting 
of rooms for private patients. One with a large out- 
patient department will obviously cost more per bed 
than one without an out-patient department. 

For the purposes of this article, I have included 
in the costs everything that is permanently attached 
to the building except sterilizers and laundry and 
kitchen equipment. The costs do not include any 
planting, roads or landscaping, nor do they include 
the architect’s fee. The costs of laundry, sterilizers 
and kitchen equipment will be from 3 to 6 per cent 
of the other building costs. Loose equipment, in- 
cluding X-ray, laboratory, linens, etc., will add from 
10 to 18 per cent to the basic building costs. 

In all costs and calculations we give here, we do 
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not include the costs of nurses’ homes or of servants’ 
quarters. Such buildings vary greatly in size in pro- 
portion to the bed capacity of the hospital. 
cases, no servants’ quarters are included. In others, 
only a very few servants are housed, while an occa- 
sional hospital makes ample provision for them. 
Such housing must be estimated separately. The 
number of nurses to be housed also varies greatly,- 
as well as the method of housing. In an occasional 
hospital, the number of nurses may be as high as 
one nurse to a patient, and then descends the scale 
to some county institutions with one nurse to six 
or ten patients. A nurses’ home of an approved 
type will contain from 2,800 cubic feet per nurse to 
6,000 cubic feet. If of fireproof construction, the 
cost of the building would be somewhere between 35 
and 90 cents per cubic foot, depending on location, 
height, finish, detail, etc. 

A bed, as we count it, is any bed normally in place 
except those bassinets in the nurseries of the ma- 
ternity department. We have found that the space 
occupied by resident personnel, such as internes, 
nurses, executive staff or sisters, within the hos- 
pital, could in most cases be occupied by an equal 
number of patients. As the number of such resi- 
dents varies greatly, we find that the most accurate 
of these very crude cost-measuring devices is the cost 
of all beds (except nursery). 

The costs per bed for ten hospitals (including 
power house and laundry but not nurses’ or servants’ 
quarters) designed during the last five years were: 


In many 


Hospital Per Be Per Patient 
No. 1] $5,447 $6,370 
. 2 3,290 3,430 
5: 3 9.750 10,450 
“4 5,750 6,025 
ma: 5,380 7 040 
: 6 4.700 5,100 
- 7 3,814 4,525 
% 8 2,902 4.191 
9 7,208 7,822 
a 5.820 6,040 


If the nursery beds were added in the bed count, 
the costs would be reduced by from zero in one 
case to 25 and 30 per cent in others. If the poten 
tial or emergency capacity is figured, the costs per 
patient’s bed would shrink another 25 per cent in 
some cases. Many figures lower than any of those 
given here are frequently quoted. Before worry 
ing very much about them, the architect should first 
find out how the beds are counted, what kind of a 
hospital it is, and what the costs include. We have 
made similar inquiries so many times that we place 
little credence in low costs bed. 


per During the 
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past five years, we have built a structure (called a 
“hospital” by its owners) for less than $2,000 per 
patient's bed It is not an acute disease general 
hospital, and so it is not included. During the same 
time, we have built private-patient additions to hos- 
pitals that $15,000 and 
$18,000 per bed had they included all of the neces- 


What little 


dependence the architect or his client can place on 


would have cost between 


sary dependencies within the additions. 
“cost per bed” is evident. 

The logical approach to any building project is in 
the setting down of the things that should go into 
the building,-—in other words, the preparation of a 
this the 
rather fully developed by a consultant. 


Sometimes architect 
More fre- 
quently, he must prepare it himself with such infor- 


mation as he 


program. comes to 


from his chents and their 
Sketch plans should then be 


can obtain 
ilvis¢ rs developed, 
and they will indicate the size or cubic contents of 
the building \s a guide, | have selected ten from 
among our recent hospitals and give the number of 


cubic feet per bed, and per patient: 


Hospital Per Patient's Bed Per Bed 
No. 1 10.250 cu. ft 8.746 cu. ft. 
” 2 6.250 [a *. 

3 11,540 10.300 “ “ 
4 9 350 8.940 

5 13.400 10:250 “ * 
6 8,540 po | dle 
7 7 600 sa50 * * 
8 10,440 lan" 
) 8,000 76600 “ “ 

* 8 7.840 7.500 * , 


It might be well to add here that our definition of 
the A.I.A. as 


“the actual cubic space en- 


the cubage is identical with that of 
given in Document 234, 
the outside or 
enclosing walls and contained between the outer sur- 


closed within the outer surfaces of 


face of the roof and the finished surfaces of the low- 


est floor.” Is it possible to draw any general con- 
clusion from the contents per bed or per patient’s 
bed? The average would be of no value. About 


all that can be said is that a hospital of less than 
7,000 cubic feet per patient is very tightly planned, 
with a minimum of space assigned to the auxiliaries. 
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Chart 1 


Cost of 54 Hospitals, per Cubic Foot. 1900 to 1928 
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AND BUSINESS Part Two 
The costs of any building might be expressed alge 
braically thus: 
(a, @ Rae ¥): 
if a the volume, 
b = the materials and method of installation, 
x = cost of construction and installation, 
y = total cost. 
The volume of the building has been roughly de 
The architect 
will, no doubt, have a general idea of the client's 
wishes in the matters of detail and finish. 


termined by the preliminary sketches. 


It is not 
necessary to remind architects of how vitally their 
decisions in such matters will affect the cost of any 
building. Nor is it necessary to remind the archi 
tect of the importance of considering such matters 
as the location, kind of foundations, ete., in estimat 
ing the costs per cubic foot. 

In the equation a, b, x y, the contractor ex 
presses the volume by accurate quantities of brick, 
pipe, ete., and x by the quoted prices of materials 
and estimated cost of labor required to install them, 
Sut the con- 


tractor will have before him voluminous drawings 


to which is added a profit (maybe). 


and specifications accurately describing the work to 
be done. The architect has before him four or five 
sheets of small-scale sketches. He expressed b, x, by 
costs per cubic foot. But the cost per cubic foot is 
very illusive. First, it is affected by the location of 
the project. Building costs are higher in New York 
and Pittsburgh than in Philadelphia, higher in Chi- 
cago than in Detroit, and higher in Detroit than in 
Battle Creek, Mich., and they fluctuate from time to 
time (with any appreciable change in the rates of 
labor or costs of material). An explanation of why 
this is so needs the combined efforts of an economist, 
a contractor, a psychologist, and finally a psychia- 
trist. But the cost per cubic foot is also impor- 
The 
“plump” building costs less per cubic foot than the 
“lean” structure. That is a matter of arithmetic 
A building with high stories costs less than one with 
low arithmetic. One 
with large, unfinished basements and attics costs less 


than one with none, 


tantly affected by the planning of the building. 


stories,—again a matter of 
this time a matter of common 
sense. A “tightly” planned building (1.e., with small 
rooms and intensive use of all spaces) costs more 
per cubic foot than one liberally planned. One of 
the lowest cubic costs of our recent hospitals was 
not only in an unusually low-building-cost area, but 
was also very liberally planned as the 10,250 cubic 
feet per bed show. This high content per bed was 
not due to extraordinary liberality of the services, 
but due to such things as 10-foot corridors and pri- 
vate rooms averaging about 10 feet x 17 feet. Of 
course, the greater number of stories, the greater the 
cost per cubic foot. 

When dealing with such an extraordinarily com- 
plicated building as the hospital, it is difficult to draw 
conclusions from the costs per cubic foot. In order 
to do so, it is necessary to know the buildings inti- 


mately. Hence, while we give here a diagrammatic 
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chart of the costs per cubic foot of hospitals, it 1s 
with a realization that they can be only a very crude 
No additions are included, 
large they may be, 


guide. no matter how 
for they are not comparable to 
the complete hospital unit. 

The ascending curve of cubic-foot costs, shown on 
Chart 1, is explained in part by the rise in costs of 
building, and in part by the better buildings now 
commonly erected,—and also by the improvement in 
the quality of finish and details now considered nec- 
essary in the modern hospital. With hospitals cost- 
ing so much, it is obvious that rigid economy of the 
use of space is necessary. An interesting study was 
made in our office a few years ago to determine the 
percentage of space utilized for various departments. 
The hospital was erected in the middle west a few 
vears ago. It houses 177 patients (normally, largely 
in private rooms, many with private or communicat- 
ing toilets). It provides for 31 babies in the nur- 
sery of the maternity department. has 
been made in most of the departments to care for an 
additional 50 to 100 patients should they be needed. 


[ cannot say that this is a typical mid-western hos- 


Provision 


pital, for we have not made similar calculations for 
other hospitals. It is interesting to note that only 
20.6 per cent of the gross area developed within the 
outside walls is used in the patients’ rooms and 
wards. 

Here is another interesting comparison that is 
passed along for whatever it may be worth. It con- 
cerns the private-room floors of six hospitals de- 
signed between the years of 1923 to 1925 and gives 
the area per room of these floors. 


Epworth a ee ee Ge eee 257 Sq. ft. 
I ee a ge ae 8 nd aos 259 
Illinois Central North........ 287 
Pe - .dt kook be deened 324 “ F 
ks, Ss cine ud oe wee mxeal 386 
Washington ......cccccce: 494 


The difference between 257 square feet and 494 
square feet per room may occasion some raising of 
eyebrows, but it need not, for each one of these 
hospitals is economically planned for the purpose 
intended. 

Another interesting comparison between the ward 
floor and the private-room floor of a hospital now 
under construction is that the ward floor has 52 beds 
divided into 24 beds in 4-bed wards, 20 beds in 2-bed 
rooms, and 8 private rooms. The private-room floor 
has 28 private rooms. 

Ward floor 52 patients 250 sq. ft. per patient 

Private rooms 28 —;" ” . 

And the frequently heard that 
private rooms cost no more than ward beds! Its 
absurdity is manifest. 


yet statement is 


lo show where the hospital building dollar goes, 


we have prepared a tabulation of the percentages of 
We do not include in 


costs for the various trades. 
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AND BUSINESS Part Two 
these totals the cost of laundry machinery, kitchen 
equipment or sterilizing equipment. The buildings 
vary in cost from 47 cents to 72 cents per cubic foot, 
and all are of fire-resisting construction with re- 
inforced concrete floors. Four are of skeleton con- 
crete construction; three are wall-bearing with in 
terior columns of skeleton construction. 

Many of the differences in the percentages can be 
readily explained, but in some cases they ‘ 
all understanding.” 


‘surpass 
I have presented the percentages 
of the total costs rather than of the cubic foot costs, 
for, as said before, Duluth costs cannot be compared 
with Chicago or Pittsburgh costs. 

The architect with but little experience with hos- 
pitals is likely to underestimate their costs. He will 
make comparisons with hotels and perhaps conclude 
that the hospital will not cost as much. In this he 
A carefully detailed 
hospital will probably cost from 10 to 25 per cent 
more per cubic foot than a hotel that is in any way 
comparable. 

As I said at the beginning, this is a hard assign- 
ment. I doubt whether I have helped anyone with 
his problem. 


will make a grievous error. 


The records I have given here are a 
faithful transcription from our own records, but 
they will be of little value to anyone unless they are 
accompanied by plans and specifications,—in other 
words, with that intimate knowledge of the project 
Yet 


we have found our estimates of cost, based on these 


which comes from living with it day by day. 


and many other similar projects, uncannily accurate 
in predicting cubic foot costs. Sometimes they are 
as often our estimates are too high as they 
Yet the hard assignment made by the 
editors of THe Forum is as nothing compared to the 
assignments being daily given to architects. What 
will this hospital cost? The architect has before 
him a few preliminary sketches,—a hazy idea of the 
client’s ideas as to finish, etc., and upon this he is 
expected to predict within a small percentage what 
a building will cost from two months to a year later. 
When the completed working drawings and specifi- 
cations are submitted to the contractors for tenders, 
30 to 50 per cent variations in the figures submitted 
are commonplace. Yet, if an architect’s estimate is 
that much too low, he often finds himself bitterly 
condemned because he hasn’t the gift of prophecy! 
About the only thing that the architect can definitely 
promise a hospital client is the extent of the cubic 
contents after preliminary studies have been ap- 
proved. He will find that this requires eternal 


wrong,- 
are too low. 


watchfulness or he will find a foot added there, 
something here, etc., as the working drawings 


He will often find that the cubic contents 
are like a balloon,—constantly being blown up,—and 
when the bids come in, the balloon bursts and the 
architect finds himself without a parachute. Never 
be without one! Notify your client daily, if neces- 
sary, of the state of inflation of the cubic contents! 


progress. 
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THE LIGHTING OF HOSPITALS 


BY 


KIRK M. REID 


ETROSPECTION. we may safely conclude, 
has always been held in somewhat ill repute. In 
Biblical times, Lot’s wife looked back at blazing 
Sodom and promptly became a pillar of salt. In 
the middle ages an Italian gentleman by the name of 
Dante could imagine no worse punishment for those 
who dared to pose as prophets than that they be 
sentenced to wander through Hades with their heads 
reversed on their necks,—permanent retrospection, 
as it were. And now, in this era of rapid locomotion 
and building for the future, paying too much atten- 
tion to the past is usually considered to be a sign of 
old age or lack of creative ability. Yet, in order to 
get a general view of the subject of hospital lighting, 
we ought to devote a few moments to past practice. 
It quickly becomes evident that the early methods 
of hospital lighting will not afford the inspiration 
derived from a Parthenon or a Reims Cathedral. 
Quite the reverse. Until a very few years ago the 
hours for operating were confined to the period dur- 
ing which there was good daylight, and woe to the 
unfortunate patient who had to have an emergency 
operation at night! The light sources were feeble 
enough at best, and to complicate matters they had 
to be kept far enough away from the wound to avoid 
contagion from the gaseous or solid products of com- 
bustion. While the development of the incandescent 
lamp in 1878 made available a light source free from 
all emanations, these early lamps had to be located 
fairly close to the operating area in order to provide 
enough light for the surgeon, and the lighting equip- 
ment was a potent dust collector. Because of the 
primary importance of asepsis, all sorts of schemes 
were tried to eliminate the necessity of having light- 
ing equipment suspended above the operating table. 
One installation, now obsolescent, consisted of a 
battery of lamps in reflectors mounted outside of the 
operating room skylight. Another plan involved the 
use of a number of mirrors to re-direct to the operat- 
ing table beams of light projected from an arc 
lamp in an adjoining room. But the usual operating 
room light, consisted of one large incandescent lamp, 
or a number of small lamps, in a reflector located 
above the operating table and directing the light 
down to it. 

The subject was constantly receiving attention, 
but constructive ideas about hospital lighting seemed 
to be lacking. In 1922, to cite an actual example, 
there was a joint meeting of the Illuminating Engi- 
neering Society of England and the Royal Society of 
Medicine. After listening to one of the lighting ex- 
perts tell his full story of the then “modern” meth- 
ods of hospital lighting, a prominent physician re- 
marked that he had expected to be told that his 
present lighting practice was wrong, but he found 
that nothing very new had been put forward, and 


certainly nothing in any sense revolutionary. To one 
acquainted with the noteworthy developments which 
had, by that time, been made in other fields of illu- 
mination, this apparent lack of progress in hospital 
lighting is hard to explain. Judging from the ac 
count of this London meeting and from other printed 
matter on the subject, it seems that the year 1923 
marked the real beginning of good artificial illumina- 
tion in hospitals. True, there were a few commend- 
able installations before that time, and there havi 
been a number of mediocre installations since; but 
commencing in 1923 the trend has been distinctly 
upward. the 
problem, and good lighting systems have been de 
veloped. 


There is a_ better understanding of 


At this point we might pause and draw two gen 
eral conclusions based upon the foregoing retrospec 
tion. First, the science of hospital lighting is still 
in its infancy, and, as it is true in the case of any 
comparatively new development, architects are in an 
ideal position to render valuable service to hospital 
authorities by making a careful study of the problem 
before drawing up lighting specifications. Second, 
past practice is of little or no value as a guide; in 
any hospital which was built more than half a dozen 
years ago and has not since been re-lighted, the light 
ing facilities certain to be obsolete 
Further, the lighting of even a new hospital should 
not be used as a model without making sure that it 
really represents good practice. 

Light for Operating Rooms. Few subjects are so 
fraught with brickbats for the hapless author as is 
color quality of light for hospital operating rooms. 
Widely different views exist among those who are 
recognized as experts in the matter of color quality. 
This is quite indicative that there are several more 
or less conflicting factors involved, and until in 
vestigations have been made to obtain more definite 
data, the balancing of these conflicting 


are almost 


factors 1s 
largely a matter of opinion. 

In stating the principal requirements to be met by 
a lighting system for an operating room, surgeons 
seem to agree that the operating table should be 
supplied with a comparatively high intensity of light, 
approximately white in color. 
other requirements. 


There are, of course, 
The light should be properly 
directed and sufficiently diffused to penetrate a deep 
incision without objectionable shadows from the sur 
geon’s head or hands; no glaring light sources should 
exist within the field of view; the light should be 
steady and reliable; the temperature rise on the 
operating table should not be excessive; and the 
lighting equipment should not collect or disseminate 
dust. These latter requirements, while unques- 
tionably important, are not quite as fundamental as 
the two first mentioned, and furthermore, they do 
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not offer much room for argument. In marked con- 


trast, both intensity and color quality are largely 


relative and therefore controversial. 

First, it is hard to put a definite foot-candle valu- 
ation on the requirement that there be a “compara- 
tively high tensity” of light on an operating table. 
Not much help is obtained from a study of daylight 


values. It is generally known that outdoor daylight 


illumination, excluding direct sunlight, varies from 


around 100 foot-candles on a dark day to about 2000 


foot-candles. Interior davlight illumination follows 


the outdoor variations, although the intensities are, 


of course, only a fraction of the outdoor values. In 


factories and offices, from 10 to 20 foot-candles over 


an entire room may be regarded as good practice 


for both artificial and natural illumination. In a 


hospital operating room having a large skylight, 


where translucent screens or other means are pro 


the davlight illu 
will usually range 
1000. 


vided to exclude direct sunlight. 
mination on the operating table 
from 50 foot-candles to about Perhaps half 
this much light will be obtained if the operating room 
has side windows instead of a skylight. Except for 
the general experience that the lower levels of day- 
light illumination fall below the desirable minimum 
for operating, these figures are not particularly help- 
ful. However, they do explain, at least in part, why 
the intensities of artificial illumination recommended 
by various authorities range from around 1000 foot- 
candles to about 1200 foot-candles. 

In regard to color quality of light, we must real- 
ize that comparison plays a large part in color vision. 
When the gas-filled lamp was developed in 1913, its 
light was described as “practically white,” because 
its predecessors,—the early tungsten lamp and the 


carbon lamp,—gave off a light which was distinctly 














AND BUSINESS Part Two 


ruddy in comparison. Yet a gas-filled lamp with a 


< 
} 
I 


clear glass bulb, when compared with a blue bul 
“daylight” lamp, gives off a light which is not white 
at all, but quite reddish. And, in turn, the light 
from a “daylight” lamp does not appear white when 
compared with the light from a “north sky” color 
matching unit. So 


our standard of “white light” 
cannot very well be based on artificial illumination. 
The obvious way out of this dilemma seems to be 
to define an approximately white light as meaning 
the color quality of daylight. This is what many 
surgeons have done, and it 1s logical that they should 
ask for a duplication of daylight, because for cen- 
turies the human eye has evolved, and its sense of 
color values has been built up almost entirely under 
daylight. So we turn confidently to a spectral analy- 
find the situation 


Curve A 


sis of daylight, and presented 
Fig. 1. that light 


from a blue sky has a marked excess of energy in 


graphically in shows 


the short wave lengths and therefore cannot claim 
light. 
seem a little radical in view of the 


to be the true “white” This conclusion may 
fact that 


sky light has long been regarded as the 


north 
standard 
for color matching, but it should be remembered that 
the principal reason for this was the constancy of 
north sky light rather than its spectral quality. Curve 
B, showing the energy distribution of noon sun 
light, comes quite close to the perfectly flat line which 
light. As _ the 
sunlight 


represents theoretically white sun 


drops, the curves show that has an in- 
creasingly marked deficiency in the llue region, ac- 
companied by an excess in the red region. \While not 


Shadows and Eye Strain Are Eliminated from the 
Operating Room 
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of practical value, it is interesting to consider that 
once in a great while,—when the sun shines through 
a film of clouds with just the right amount of the 
blue sky showing,—we actually have white daylight. 
The rest of the time daylight is not truly white. And 
it is far from constant in color quality,—a most 
annoying situation to anyone who seeks to make a 
duplication of daylight indoors. Energy distribu- 
tion curves for the gas-filled lamp and the “daylight” 
lamp have been included in Fig. 1. Here they may 
be compared directly with the various daylight curves. 

Thus far we have given separate consideration to 
intensity and color quality. As a matter of fact, 
they are almost too closely related for this treatment. 
For example, it has been found that without any 
change in the color quality of the light, color dis- 
crimination improves as the intensity is raised. Also, 
from the practical standpoint, it is noteworthy that 
color correction of the light from incandescent lamps 
is accomplished by means of absorption. Starting 
with a clear bulb lamp, we find that the light covers 
the entire range of the visible spectrum, but there 
is an excess of energy in the red region. The blue 
glass bulb of a “daylight” lamp makes a step toward 
balancing the energy distribution by absorbing part 
of the excess in the red region. This absorption 
amounts to about one third of the light emitted from 
the lamp filament. Where still further “color cor- 
rection” of the light is made by means of enclosing 
globes of plates of dense blue glass, the absorption 
is still higher. To obtain the color quality of light 
designated as “noon sunlight,” about two thirds of 





Floodlights of a Focusing Type Leave the Table Free 
from Shadows 
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Rooms for Contagious Diseases 
High Intensity Light 


Operating 


Requires 


the light is absorbed, while for “north sky” quality 
Therefore, whenevet 
the color quality of the light is changed by 
glass bulb or the 


will be a 


about five sixths is absorbed. 
a blue 
accessory, 


wattage must be in 


creased or there marked reduction i 
intensity. 

A considerable amount of space has been devoted 
to these matters because there are 


opinions on them. 


such conflicting 
One prominent company manu 
facturing lighting equipment for operating rooms is 
apparently convinced that by providing on the oper 
ating table several hundred foot-candles, of the 


] 
COLO! 


quality emitted by clear bulb lamps, the require 
ments of color discrimination are met. \nothet 
prominent manufacturer has long maintained that 


a color quality approximating theoretically whit 
light is of such primary importance that it « 
justifies the use of several times as much wattage 
Perhaps the “daylight” 


lamp is a compromise. he 
| 


tween these two extremes. It seems that the sub 
ject offers a splendid opportunity for practical re 
search, through the installation of a test svstem 
capable of providing a wide range in intensity, color 
quality, and distribution of light. Apparently no 


comprehensive investigation of this nature has evet 
been conducted. 

Operating Room Lighting Systems 
been 


have 


There 
many operating rooms in which the major 
source of illumination was an adjustable spotlight 
rom the illumina 
tion standpoint, the extreme contrast between the 
bright spot of light the 


employing a single large lamp. 


and surrounding dimly 
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Color Correcting Glass is Used in this Major Operating Room 


lighted 
usually 


area causes a condition of eve strain which 


manifests itself as eve fatigue and general 


fatigue of the surgeon. Also of importance is the 
fact that lamps burn out when least expected, and 
if the spotlight lamp fails during an operation, it 
leaves the surgeon without a high-intensity source 
of illumination. Further, adjustable mechanism 
sometimes fails to operate smoothly, and even under 
the best of care, particles of dust on the unit may 
be disturbed in the process of adjustment after the 
patient is on the table. These difficulties are over- 
come by the installation of a number of light sources 
properly placed at or in the ceiling above the oper- 
ating table. The extremely bright spot is eliminated, 
shadows are materially softened, asepsis is assured, 
and the failure of a lamp during an operation is not 
S¢ rious, 

\mong the overhead lighting systems the direct 
Indirect 
lighting, in which all the light is thrown upward 


type is best suited for this application. 
against the ceiling, might also be considered. It 1s 
characterized by softness of shadows and absence 
of specular reflection from instruments and from 
fluids in a wound. While the diffusion is sufficient, 
so that light penetrates even a deep incision fairly 
well, indirect illumination has the disadvantage that 


there is no more light on the operating area than 
elsewhere in the room, and that unless the wattage 
is very large, the intensity is comparatively low. 

It seems more logical to employ a system which 
directs most of the light to the operating area, at 
the same time sufficient illumination 
throughout the room to avoid extreme brightness 


providing 


contrast. Such a system provides excellent penetra- 
tion for a deep incision, and by making the light 
sources of large area, the diffusion is markedly im- 
proved. The lamps can be circuited to permit wide 
flexibility in control, making it possible for the sur- 
geon to have the predominant light come from 
whatever direction is best for the particular opera- 
tion at hand. The ultimate operating room lighting 
system will probably be of the direct type, providing 
an intensity of around 500 foot-candles, of a color 
quality somewhere between noon sunlight and late 
afternoon sunlight. As previously pointed out, full 
research work along this line is yet to be done. For 
diagnosis and for minor operations, there is some- 
times use for a portable stand lamp. With a good 
overhead lighting system, however, there is no occa- 
sion for the regular use of any portable lighting 
equipment. 


Emergency Lamps. Every operating room should 
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Prismatic Glass Properly Arranged Provides Efficient Illumination for Operating 


he equipped with an emergency hand lamp, supplied 
by storage batteries, for use whenever the power 
supply fails. Recently an operation in a Cleveland 
hospital, well lighted except for an emergency pro- 
vision, had to be finished by candle light because the 
power cable supplying the hospital burned out. It 
is advantageous to have a luminescent front on the 
emergency lamp cabinet to indicate in the dark its 
exact position. 

Lying-in Rooms. A lying-in room in a maternity 
hospital differs from an operating room in that the 
light should come largely in a horizontal direction, or 
within 45 degrees above the horizontal. For this dis- 
tribution artificial “window” and “cornice” lights 
are often recommended. One accompanying illustra- 
tion (page 922) shows a typical installation. Where 
this type of lighting cannot be employed, fairly good 
results may be obtained by the use of a large port 
able spotlight. 

Private Rooms. In very few hospitals are the 
private rooms well lighted. This is somewhat sur 
prising, because the problem is not difficult, and 
suitable lighting fixtures have been on the market 


for years. For general illumination an indirect or 


dense semi-indirect unit is recommended, as any 


other type becomes uncomfortably bright to the 


patient who must lie looking up toward it. The gen 
eral practice of finishing the ceiling and upper walls 
in a light tone permits the use of indirect lighting 
without undue sacrifice in efficiency In a small 
private room, a 100-watt or 150-watt lamp provides 
sufficient general illumination, while in the larget 
rooms a 150-watt or 200-watt lamp is recommended 
For reading and writing in bed, the general illu 
mination should be supplemented by some form of 
local lighting near the head of the bed. This lighting 
also proves useful for examinations and ministra 
tions by doctors and nurses. Since floor lamps and 
table lamps are almost invariably in the way, prop 


erly shaded wall brackets, one on each side of the 


bed, are recommended for this service. In selecting 
the type of wall bracket, care must be taken to avoid 
glare. If the brackets are of the type in which th 
lamp bulbs hang downward, the shades should be 
small at the bottom so as to shield the bright bulbs 
from the eves of the patient. If the lamp bulbs 
point upward, either cone-shaped shades or half 
shades may be used. For brackets of both these 
types, 60-watt inside-frosted lamps are recommended 
Recently there have been cle Ve loped SCV ¢ ral eood 
semi-indirect wall brackets. These are so well suited 

] ll undoubtedly 


for use in hospital rooms that they will 
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Minor Operating Room with Prismatic Glass Projectors 


for this service. Since wall 


brackets of this type contribute to the general illu- 


be widely adopted 
mination as well as providing local illumination, they 
should be equipped with 100-watt lamps. For night 
lighting of a private room, there are on the market 
several forms of overhead lighting equipment sup- 
plied from two circuits—one bright and one dim. 
[his arrangement is not entirely satisfactory, because 
even a dim overhead light is likely to arouse a fitful 


sleeper. It is much better to use a small lighting 
unit recessed in the wall about a foot above the 
floor. The sketch on page 924 represents a sug- 


Such a unit provides sufficient illum- 
ination for attendance to the patient by the nurse 
on night duty, without making it objectionably light 
in the room. 


vested design. 


For the use of electrical equipment, 
such as electro-cardiographs, heating devices, and 
portable examination lamps, a convenience outlet or 
two should be installed in the wall near the bed. 
The foregoing comments on the lighting of pri- 
vate rooms have dealt with what might be called the 
practical side of the problem. We must not overlook 


the other side.—the esthetic. There is no question 


but that a homelike atmosphere is conducive to gen- 


X-ray and Therapy Rooms Require Good Illumination 
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Artificial Windows Used in a Delivery Room 
eral pleasantness and quick recovery, and lighting 
which adds to the attractiveness of the room as well 
as meeting the utilitarian 
psychological influence which is beneficial to the 
patient. 

General Wards. 
general ward are substantially the same as those of 


requirements exerts a 


The lighting requirements of a 


a private room. 
imum brightness in the general lighting equipment, 

especially in children’s wards,—suggests the use of 
indirect lighting. 
to from 1% to 2 watts per square foot of floor area 
is a good general rule to follow. Care should be 
taken that the wall brackets for local lighting at each 
bed do not cause glare in the eves of those whose 


The desirability of obtaining min- 


Having total wattage equivalent 


beds are along the opposite walls; the use of good 
shades or 
portant on that account. Night lights and convenience 
For 
wash basins, nurses’ desks, medicine cabinets, and 
other details at which light may be required at 
night, it is desirable to employ lighting equipment 
having opaque or dense shades which confine light. 
For the lighting of corridors, good 


semi-indirect brackets is especially im- 


outlets are needed here as in a private room. 


Corridors. 









Side Light Brackets Instead of Portable Lamps for Reading 
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Diffused Light is Supplied in 


results are obtained with equipment consisting of 
white glass or prismatic glass globes, completely 
enclosing the lamp. Equipment of this type has the 
advantage of high efficiency, and while it is too 
bright for comfort where it is in the field of view 
for any appreciable length of time, as in a ward or 
room, it does not become particularly uncomfortable 
during the short time it takes to wheel a patient 
through a corridor. Enclosing globes, mounted at 
the ceiling, spaced 15 to 20 feet apart along a cor- 
ridor, and equipped with 150-watt or 200-watt lamps, 
are recommended for this service. For night illum- 
ination a few brackets or recessed wall units are 
sufficient. In most modern hospitals the nurses’ call 
systems employ signal lights, but a discussion of this 
matter hardly belongs in an article on lighting. 
Laboratories. The work in hospital laboratories 
is of a varied nature, and provision should always be 
made for a fairly high level of evenly distributed gen- 
eral illumination. Satisfactory results 
with enclosing glass globes, spaced not 


are obtained 
farther apart 





Indirect Lighting in Private Room 
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the Ward by Indirect Fixtures 

than one and one-half times their height above the 
work tables, and equipped with a total lamp wattage 
amounting to about 2 watts per square foot of floor 
area. There are some classes of work in the labora- 
tory which require special lighting in addition to th 
general illumination of the room. common 
example of this is found in microscopic laboratories. 


One 


Here there is need for local lighting equipment con- 
sisting of a small box mounting a 25-watt or 40-watt 
lamp. On one side of the box is a frosted glass 
plate; the light passes through this plate and strikes 
the mirror on the base of the microscope, which is 
set at the proper angle to reflect the light up and 
through the slide under examination. <A _ frosted 
blue glass plate may be used if it is desired to have 
light approximating daylight in color quality, for the 
inspection of colored slides and also for comparing 
slides under both artificial and daylight color quali 
ties of light. Some of the later types of microscopes 
have small light boxes permanently installed on the 
bases the instruments ; 


of in other cases the light 


A Well Lighted Children’s Ward 
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Night Lighting Unit for Rooms and Wards 
boxes are part of the regular laboratory equipment. 
Offices. Lighting equipment of the indirect or 
semi-indirect types is recommended for offices. With 
a good system of general illumination, there is no 
need of individual desk lamps, with the attendant 
glare, specular reflections, and bothersome shadows. 
\ total of about 3 watts per square foot of floor area 
should be installed in the overhead lighting system. 
Reception Room. 
no longer a bleak and uninviting place. 
a “sales room” 


The hospital reception room is 
While not 
in the usual sense of the word, the 
reception room is relied upon to create a favorable 
impression of the hospital in the minds of entering 
patients and visitors. In nearly every case the room 
is comfortably furnished, and much thought is ob 
viously put on the decorations, the interior finish, 
and the design of its doorways, windows, and other 
architectural features. Recognition is given to the 
importance of the lighting in that it is not unusual 
for the lighting equipment to be specially designed 
to harmonize with the motif of In this 
connection there are two points which it seems to 


the room. 


me ought to be mentioned. One is that even though 
the lines and proportions of a fixture are excellent, 
if the lamp bulbs in it are unshaded it loses a large 
part of its attractiveness when lighted. The trend 
toward use of shaded light has resulted in the addi 


tion of shades to 


many formerly unshaded ceiling 
and wall fixtures, and the selection of the shades 
has not always been given proper care. The very 


fact that a fixture is of sufficient importance to be 
specially designed is a convincing argument that the 
original design ought to include a shade which will 
be in perfect harmony with the fixture. The second 
point is that frequently the wattage employed in a 
reception room is too low. 
high 


room lairt 


There is no need of a 
illumination in 


neither should it 


level of a hospital reception 


appear dimly lighted 





AND BUSINESS Part Two 
Gloom is closely associated with gloominess, and that 
is “bad medicine” for the incoming patient. 

There is no particular problem in connection with 
the lighting of the hospital rooms not already cov- 
ered,—kitchens, dining rooms, laundries, sterilizing 
rooms, toilets, utility rooms, and similar places. In 
every case it is simply a matter of supplying rea- 
sonably uniform illumination, with an occasional 
local light at important working places. 

Lighting Cost. The cost of a lighting system is 
an item which always comes in for close scrutiny 
when specifications are being drawn up. Lighting 
however much or little 
you spend, you just about get value received. Tak- 
ing a broad view of the matter, everyone agrees that 
any expenditure which is at all within reason is justi- 
fied wherever human life is at stake. For an operat- 


is like most other things, 


ing room, it certainly does not seem exorbitant to 
spend about as much for a good lighting system as 
for sterilizing equipment. 


And the cost of burning 
the lights, 


including lamp renewals and current, 

might be about equal to the cost of the gauze and 
bandages! Speaking from the standpoint of one 
whose contact with hospitals is not as impersonal as 
could be desired,—during the past three years my 
own “investment” in surgeons and hospitals just 
misses four figures,—good operating room lighting 
is worth far more than it costs. Yet hospital build- 
ing funds have a habit of being more or less inade- 
quate to make the dreams of the medical boards come 
true, and lighting costs must stand the scrutiny along 
with everything else. The has been that in 
several modern hospitals the operating rooms have 
been equipped with excellent artificial lighting sys- 
tems, with only enough window space for ventilation 
and for light to clean the rooms. 


result 


In this way the 
total lighting cost is little if any more than it would 
be for good natural lighting and indifferent artificial 
lighting. windows 
in an operating room offers the further advantage 
that the student observation space is about doubled. 
In private rooms and wards the additional cost of 


In some cases the elimination of 


good lighting over mediocre lighting is not large in 
comparison with the charges made by hospitals. 
There is one last suggestion to those who have 
taken the trouble to read through this rather lengthy 
article. The suggestion also applies, by the way, to 
those who started the article and then skipped to 
the last paragraph to see whether it had a happy 
ending. It is this: install wiring which is adequate 
not only for the present needs but also for probable 
future factories, offices, and 


needs. In stores,—as 


in hospitals,—the wattages installed today are double 
or triple or even quadruple those installed just a few 
years ago. If the outlets are properly installed as 
regards both spacing and sizes of wire, then a change 
in reflector type or lamp size may be made with ease. 
But if there is an insufficient number of outlets or if 
the wiring is inadequate, then every change in light 


ing becomes a “major operation,” with attendant cost. 





a / 
ELECTRICAL EQUIPMENT FOR HOSPITALS 
BY 

WALTER V. 

ELECTRICAL 


BATSON 
ENGINEER 


LECTRICITY continues to be one of the great- 
est aids to modern life, not only the 
standpoint of utility, but also in our leisure moments, 


from 


and at no time can electricity be of greater service 
than during illness. Electricity properly used pro- 
duces cold and heat, the cheer of a brightly lighted 
room, or only the dim light which may enable us to 
perform our duties when the usual brilliance is 
objectionable. Electricity properly used relieves us 
of much physical labor in performing our daily tasks ; 
it allows us to communicate with our friends at 
distant points, so heartening during illness, and in 
our convalescence it brings us entertainment by the 
leading artists and Elec 
tricity through the marvelous, invisible X-ray assists 


musical organizations. 
the physician and surgeon to observe conditions 
within the body, so that they may apply the remedy. 

Sources of Electricity. The proper equipment of 
a hospital to utilize to advantage all the possibilities 
of the various applications of electricity is of the 
utmost importance. The first 
logical development of the subject should be given 
to the source and form in which electricity is to be 
supplied. At the present time there are few places 
where it is not possible to purchase satisfactory ser 
vice from a reliable public utility corporation. If 
the hospital is sufficiently large and if the grounds 
provide space for a separate building, it; may be 


consideration in a 


desirable to install an isolated plant for this purpose. 
The employment of a separate building to house an 
isolated plant is an important point, as it is prac- 
tically impossible to operate such a plant without 
some noise and vibration, both of which are espe 
cially objectionable in an institution of this kind. 
Besides the question of isolation to prevent disturb- 
ance, there is the question of the cost of supplying 
the service. It is not feasible without considerable 


expense to store electrical energy, so it becomes 


necessary to operate the generating apparatus con- 
The 


necessary labor for this purpose involves frequently 


tinuously, which involves constant attention. 


such a large expense that the cost of generating 
electrical energy may prove to be much greater than 
the cost of purchasing it. No fixed rule can be given 
to determine whether or not an isolated plant should 
be installed, and it therefore becomes advisable that 
a competent 
calculations 


engineer be employed to make the 


necessary and recommendations to 
decide this matter. 

Electrical power is usually furnished by one of two 
forms of current,—direct and alternating current, 
commonly spoken of as “D.C.” and “A.C.” Nearly 
all forms of electric lighting units and heating units 
may be operated by either form of current, but 
motors, X-ray apparatus and some other forms of 
equipment are definitely designed to be operated by 


It is, 
therefore, necessary to make a decision as to the 


one or the other of the two kinds of current. 


kind of current which is to be used. If an isolated 


plant is to be installed, apparatus to produce either 
form of current may be readily obtained. Each 
form has its advantages and its disadvantages. Th 
principal advantage of the direct current is_ that 


motors may be designed to be operated by it at very 
slow speeds, thus allowing the direct connection of 


the motors to the driven apparatus. Slow-moving 


machinery is always less noisy than that which is 


running at a high rate of speed, and it is always 


desirable to be free from the use of belts in con 
necting motors and the driven machines. Direct 


current apparatus is also quieter than alternating 
current j 


apparatus on account of the absence of 
humming noise which frequently accompanies th 
operation of the latter type of machinery. 

While alternating-current motors are simpler 
construction and therefore cost less for maintenanc: 


I 


4 7 
I aiternating current 


the chief reasons for the use ¢ 


are the advantages it possesses for the public utility 


If the 


1 
i 


company in its generating and distributing 


electricity is to be purchased, moreover, it will be 
found that in most cases only alternating current 
is available, and this may be used with entire success 
Before the selection of apparatus for a hospital, the 
characteristics of the current to be supplied should 
be definitely ascertained and specified when securing 
information or ordering apparatus. Alternating 
current will be distributed by a public utility com 
pany at a voltage much higher than can be 


directly at the 


used 
lamps or other apparatus, and it is 


that suitable devices for transforming the 


Necessa4ly Lil 
voltage of this current should be provided. 


Distribution System. After the decision has been 


made as to the source and character of electri 
power, the next consideration is the distribution 
system. If an isolated plant is to be installed, thei 


a main distributing switchboard will be installed in 


trom which feeders must. be 


carried to the different parts of the hospital. It is 


the generator room 


advisable to provide separate feeders for light and 


1d 
power. It will also be necessary to run separate 
feeders for X-ray equipment. One or more feeders 
for lights should be carried to each building, and it 


is also advisable to make such interconnections that 


the failure of a feeder will not deprive anv building 


of its supply. If the power is purchased, a main 
distributing switchboard should be located at some 
central point from which feeders should be run to 
the different parts of the hospital, as previously 
described. The feeder cables should be drawn into 
conduits which may be installed in a pipe tunnel 
the switchboard and the 
distribution in each building or in conduits which are 


I 


between main 


centers of 


925 
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The 


author prefers, where possible, to provide the separate 


installed entirely outside of the pipe tunnels. 
duct lines, as pipe tunnels are usually much con- 
gested with the steam, water and plumbing pipes, 
and the high temperatures which are usually found 
in pipe tunnels may cause deterioration of the in- 
sulation of the The separate duct 
system will be more expensive, but unless it is 
to reduce the cost to the lowest limit, the 
expense is justified. 


feeder cables. 
necessary 


\ subsidiary switchboard must be located in each 


building, which mains will centers of 


different 


from run to 


distribution in the building, at 


which centers there should be groups of fuses in 


parts of 


cabinets to protect the smaller groups of lamps and 
motors. If possible, it is advisable to place the fuse 
cabinets for tap circuits near enough together so that 
no group of lamps will be more than 75 or 100 feet 
from a cabinet. 
Power Equipment. 
there will be a number of motors for 


In practically all hospitals 
driving fans, 
Special 
vibration of 


kitchen equipment, ete. 

that the and 
motors shall not be transmitted through the structure 
to distant parts of the building. 


should be sufficiently massive to absorb the vibra- 


elevators, care 


should be taken noise 


Motor foundations 


tion, and these foundations should be separated from 
the building structure by material such as sheet cork, 
compressed fiber blocks, etc., which will prevent the 
transmission of the vibration from the foundation 
to the building. All anchor bolts must be 
attached to the building structure for holding motors 
and moving machinery in place, must be separated 


which 


by suitable deadening materials in the form of fiber 
bushings and washers so that no part of the machine 
will be in direct contact with these bolts or supports. 
Motor starting apparatus, especially for alternating 
current, is often a source of annoyance, and it should 
be mounted away the the 
building or isolated from it by fibrous material. 
ach than 4 hp. 
should have a safety knife switch and an enclosed 
type The recommends the 
automatic type of starter with push-button station, 


from steel frame of 


direct-current motor larger 


motor starter. writer 


even if the starter is located beside the motor, in 
order that the rapidity with which the motor is 
brought up to speed may be adjusted to the proper 
rate and not left to the devices of a careless operator. 
The starter should provide overload and no-voltage 
protection. The writer does not think it advisable 
as a general practice to have motors started from 
a distance when the operator cannot see the motor, 
but thinks it advisable to have the engineer see the 
motor every time it is started ; otherwise, there may 
be a tendency to neglect the machines. When neces- 
sary to install motors in places to which access 1s 


difficult, then a push-button starter for starting the 


motor may be placed at a convenient point. A motor 
which is started from a distance should have a safety 


type switch and a push-button station located at the 


motor so that a mechanic at work on the machinery 
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may protect himself from injury by disconnecting 
the motor so that it cannot be started until the work 
is completed. The push-button station enables the 
mechanic to test the operation of the motor and 
observe its action without leaving it. Alternating- 
current motors up to 5 h.p. capacity should have a 
starter of the hand-operated type with thermal cut- 
outs or thermal relays to protect the motor against 
overloads ; motors larger than 5 h.p. should, in gen- 
eral, be provided with a safety type knife line switch 
and a starting compensator with overload and no- 
protection. elevator 
motors should be protected by a reverse energy relay 


voltage \lternating-current 
and circuit breaker which will disconnect the motor 
from the supply should the phase rotation of the 
supply be changed. 

Signals and Communication. A hospital should 
be equipped with telephone connection between the 
superintendent, the service rooms, nurses’ duty sta- 
tions, doctors’ and internes’ rooms, and to the local 
exchange of the telephone company. It is becoming 
common to provide for telephone connection from 
patients’ private rooms to the commercial system by 
the use of portable instruments plugged into outlets 
in the rooms. 

Nurses’ Call System. Means should be provided 
by which a patient may call the nurse. The system 
usually consists of buttons at all beds, a signal lamp 
or annunciator at the nurses’ duty station, a signal 
lamp and bell in diet kitchen or utility rooms, and 
signal lamps in corridors over doors of wards and 
private rooms, to which may be added a supervisory 
annunciator at the head nurse’s or superintendent’s 
office and a device which will record the elapsed 
time between the making of the call by the patient 
and the time when it is responded to by the nurses. 
There are several systems available, some of which 
use the 110-volt lighting current to operate the lamps 
and other apparatus, while other systems use bat- 
teries, or use transformers to cut down the lighting 
that the 
6 to 24 volts. 

In a hospital with several floors on each of which 
there are wards containing several beds and a num- 


voltage, so voltage used will be from 


ber of private rooms, there would be a nurses’ duty 
station on each floor and one or more rooms such 
as a diet kitchen, utility room, etc.; the equipment 
would outlet by each bed in 
wards and private rooms, at each outlet a receptacle 
and plug with cord and button, the cord being long 
enough to allow buttons to lie on the bed or table 
within reach of the patient. At outlets by beds in 
wards having two or more beds there would also 
be a pilot lamp behind a colored jewel set in the plate 
with the button receptacle. At each bed outlet there 
is also a button or other device by which the nurse 
the 
corridor over or beside each room door there would 
be a signal lamp. In diet kitchen and in each utility 
room there would be an outlet with a signal lamp, 
a single-stroke bell, and a switch which will silence 


consist of a button 


answering the call can cancel the signal. In 
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the bell when this is desirable. At the nurses’ duty 
station there would be at least a signal lamp and 
frequently an annunciator to indicate the point from 
which a call is made. 

When a patient pushes a button, if he is in a 
private room, the signal lamps in corridor, in diet 
kitchen and utility rooms and at the nurses’ duty 
station are lighted simultaneously, and each bell 
makes a single stroke. The nurse seeing the flash 
of a signal lamp or hearing the sound of the bell 
looks down the corridor and sees by the signal lamp 
by the door, from which room the call came. On 
arriving at the bed she cancels the call by pushing 
a button in the outlet plate or releasing the button. 
The only difference in the operation of the system 
in case the call was made by a patient in a ward 
with several beds, is that the signal lamp at the 
button outlet is also lighted to direct the nurse to 
the particular bed from which the call was made. 
The nurse on arrival cancels the call as already de- 
scribed. It is sometimes desirable to equip a few 
of the button outlets with an emergency call. This 
consists of a button in the outlet plate to be operated 
by the nurse, should she find assistance necessary. 
The operation of this button lights a red lamp in 
the corridor over the room door, rings bells at the 
duty station and in the utility rooms, operates a floor 
indicator, and rings in the superintendent’s office. 
Call Systems. In order that doctors, the super- 





intendent, head nurses or other officials visiting the 
wards may be reached when necessary, there should 
be a calling system which will notify each person to 
call the telephone switchboard operator who can give 
the required information. Such a system may con- 
sist of a telephone transmitter by means of which 
loud speaker telephone receivers located in the va- 
rious parts of the hospital will simultaneously repeat 
the call made by the operator. This type of call is 
sometimes considered undesirable because of the 
sound. Other systems which operate silently con- 
sist of lamp signal annunciators placed at duty sta- 
tions and at various positions in corridors where the 
person to be called might pass. A bank of buttons 
at the calling point operates the annunciators, on 
each of which a number, a name or some symbol is 
shown. Each person who may be called is assigned 
some special call, and on seeing his signal is expected 
to go to the nearest telephone and call the operator 
to find out what is wanted. In another system 
groups of lamps are placed at various points as 
are the annunciators just mentioned. A device at 
the transmitting point causes lamps to flash a code 
signal. Each person to be called is assigned to a 


signal and is expected to communicate directly with 
the operator by telephone, as already explained. It 
has been found that the flashing signal will attract 
the attention more quickly than the indicator or 
annunciator will do. ; 
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[he wiring for nurses’ and doctors’ calls should 


be done as carefully as the 


wiring for lights and 


motors If current at a potential in excess of 24 


volts is used to operate the system, no wires smaller 


than No. 14 may be used, but if potentials of less 


than 24 volts are used, No. 16 or No. 18 wires may 


be used if runs are of moderate length. It 1s desir- 


able to use no wire smaller than No. 16. All wires 


should be rubber-covered and be pulled into iron 
conduits built into the structure. No joints should 
} ] 


allowed in wires, but all wires should be con 


; 1 1 + - , 
nected through suitable conne er sti 


} 


-_ 
‘cessible cabinets 


ips placed in 


\ cabinet should have a directory 


indicating the location of the other end of every wire 
tering and the | ] 


svstem to which it belongs 


Diagnosis and Treatment Equipment. Electricity 


s applied to the diagnosis and treatment ot 


cases 1n 


various ways, such as, through X-ray cabinets con- 
ining a large number of incandescent lamps, the 

( b seated in th cal ( cauteries : and 

he electric cardiograph. Heating pads may also be 
equire Probably all hospitals except the smallest 


X-ray. 
[t is advisable to provide alternating current for this 
res supplying X-ray 


smaller than No. 1 or equivalent for 


ve rooms fitted for examination by 


The wi machines 


should be not 


each machine, and if the runs are long, larger wire 
must be used. Modern X-ray apparatus requires 
wiring for controllers placed at a distance from the 
transformers and tubes, and as different makes of 


X-ray apparatus differ in their needs, the manu 


before attempting to 


I ~~ 


lay out the detailed wiring for this apparatus. 


urers should be consulted 

\ large hospital will have several sets of equip 
ment requiring considerable The 
tions between the transformers and the X-ray tubes 
carry current at extremely high potentials, in some 


wiring. connec 


cases over 200,000 volts The work will always be 
\s it is 
frequently necessary to make X-ray examination at 
tl bed, 


the patient s 
installed in the 


done by the manufacturer of the apparatus. 


30-ampere 


corridor on 


receptacles should be 
each floor at two or 
more places so that the distance from any receptacle 
to any room will not exceed 50 feet. Current should 
220 volts. U 


not smaller than No. 6 to feed the receptacle in any 


be supplied to these outlets at se wire 


These circuits should be connected to 
\lthough not a part 


vertical line. 
the alternating 


~ ~ 


current supply. 
of the electrical equipment, the architect should not 
overlook provision for shielding the operator and all 
others except the patient from the X-rays by heavy 
lead linings on partitions and floors surrounding 
X-ray rooms. 

The 


include plate or 


electrical equipment for a hospital should 


X-ray depart- 


viewing boxes in the 


ment and in all operating rooms. These viewing 


msist of cabinets containing incandescent 


boxes ¢ 


amps with reflecting surfaces which will so direct 


the light from the lamps that diffusing glass fronts 
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of the boxes will be brightly and uniformly illu- 
minated. Suitable provision is made to hold the 
X-ray films in front of the illuminated glass so that 
the details may be readily seen. The wiring contacts 
should provide receptacles to which the boxes may 


be connected. For the light cabinets, circuits of 


wires not smaller than No. 8, and 30-ampere 
receptacles should be provided, 
[he electric cardiograph is an instrument by 


means of which the extremely small electric currents 
generated by the movements of the heart may be 
made apparent to the physician. The indicating ap 
paratus, which is a very sensitive galvanometer, is 
located at a convenient point and cables are run from 
rhe 


manufacturer of this apparatus will furnish recep 


this point to operating and examining rooms. 


tacles to be installed at the examining points, con 
blocks for from the 


main cables to it, and the special cables which con 


nection connecting branches 


tain the wires for conveying the small current from 


instrument, ] 


the patient to the indicating and also 


telephonic communication between the 


doctor at the patient's side and the operator of the 
indicating instrument. The cables must be pulled 


into conduits like other wires, but they should never 
run paralled to alternating current circuits which are 
feet, 
circuits at less than 8 inches away from them. They 


nearer than 3 and they should not cross such 


should be kept as far as possible away from wires 
carrying large currents, and they should never be 
run in elevator wells. 

Ground Wires. 
to provide in eacl 


It is considered necessary by some 
operating room a binding post 
connection to a wire which is permanently grounded, 
run to the frame of the 
Convenience outlets should be lib- 
ally provided in wards, 


from which a wire may be 
operating table. 

er private rooms, examina 
tion rooms, etc., each outlet being equipped with a 
duplex receptacle. A diet kitchen should have one 
or more outlets equipped with a receptacle switch and 
pilot lamp, each outlet being 


circuit. 


supplied by a separate 
may be found 
venient for the use of stoves, water heaters, etc. 

Radio. 


These outlets very con- 
The radio which brings pleasure to so 
many is an important part of hospital equipment. 
It is customary to provide for two receiving sets and 
amplifiers, and to run two sets of wires to outlets 
at each bed, to the rooms of the internes and nurses, 
At each 
outlet there should be installed a plate with two 
receptacles for plugs for a head receiver or loud 
The two sets of wires may be run in one 
conduit, but it is recommended that one pair be 
A twisted-pair telephone 
wire is suitable for a number of stations which are 
Loud speakers can be used 
only in the recreation rooms of the staff and servants, 


and to the recreation room of the servants. 


speaker. 
enclosed in a lead sheath. 
connected in parallel. 


and head receivers for patients, in order to avoid 
possible annoyance to some. 
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THE HOSPITAL HEATING AND 


BY 


REFRIGERATING PLANTS 


ALFRED KELLOGG 


CONSULTING 


EFORE the architect can decide upon the type 
and design of the several engineering utilities 
entering into the hospital he is to plan, he must 
consider the size and purposes of the project, its 
location and proximity to labor markets, and 
whether the operating personnel is to be drawn from 
an urban or a rural community. Consideration of 
these and possibly other factors should enter into 
the calculations of not only the building arrange- 
ment, but also of the heating and ventilating, re- 
frigerating, plumbing, laundry, electrical and equip- 
ment installations, and along with these (and of 
prime importance) the probable operating personnel. 
Quite naturally, the small hospital of 50 beds or 
less will require different treatment f 


trom one to 


house 200 or 300 patients. In the care of the plant 
after it is turned over to the owner, the small hos- 
pital will probably employ but one engineer, who 
must be a jack of all trades and reasonably expert 
at each. He may be expected to operate the laundry 
machinery and the refrigerating plant, if any there 
be; to attend to the upkeep of the piping and 
radiators, sterilizers, electric light wiring, the nurses’ 
call system, etc. The larger hospitals will of neces- 
sity employ a greater number of and possibly better 
trained aids, in which case the qualifications of those 
employed in the mechanical operation of the plant are 
likely to be subject to statute or local ordinance, and 
not at all unlikely also, to the demands of the labor 
unions! It therefore behooves the designer to make 
a careful survey of the field before committing him- 
self to any type of mechanical design. In no class 
of building is there greater need of the specialist 
than in the designing of the hospital and its equip- 
ment. Bear in mind that after the building is com- 
pleted it will be turned over to a corps of men and 
women expert in their several professions, who know 
what is required of the plant provided for their use 
and who will also know whether or not it functions 
properly. In this brief article the endeavor will be 
to assist the architect in the selection of engineering 
materials and in the general design of the plant, sub- 
divided into: 1. Plant Materials; 2. Heating and 
Ventilation ; 3. Refrigeration ; 4. Fire Protection. 
Materials 

Pipe. The quality of the materials will be gov- 
erned in some measure by the funds available. It is 
considered good engineering, and wise economy also, 
to install in steam and return lines the best non- 
corrosive pipe for the purpose. A small saving may 
be effected if the steam supply lines are not of such 
high grade, but all return and drip piping should 
be of the best, as should all concealed piping. The 
extra-strong pipe in the usual heating system is not 
specified for the increased strength that may be 
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secured, but that it may withstand corrosion for a 
longer time, owing to the greater wall thickness. 
Valves everywhere in the plant should be of the 
highest grade. In the boiler room and in the main 
piping elsewhere, the principal valves,—3-inch and 
larger,—should be of the rising stem type, because 
at a glance the engineer can see whether they are 
open or closed. Globe pattern valves should be in 
stalled where there is the necessity of controlling the 
volume of steam or water, and gate valves elsewhere. 
Fabrication of pipe lines by the welding process is 
fast becoming the custom. This may be done usually 
at a lower cost than by the older method of connect 
ing pipes through flanges, unions and fitting 


iZs, in S1ZeS 
of 2 inches or 214 


inches and larger. The elimina 


tion of joints in pipe lines makes for lower cost of 


upkeep, greater rigidity, less weight, and freedom 


from leakage. New connections to existing pipe 
lines can be made in less than half the time and at 
much less than half the cost where a system of 


welded piping is installed. It is poor economy to 


install smoke connections of light weight. If low 
pressure boilers are installed for heating 
only, as would probably be the case in a small hos 
pital, the boilers will usually lie idle for three or 
months each year, and corrosion of 
tions will be rapid; therefore, it is recommended 
that the connections from boilers to chimney be of 
No. 12 steel, and in the 
somewhat thicker. 


purp¢ Ses 


four 


1 
smoke connec 


not less than larger plants 

Radiators are generally of cast iron of open pat 
tern. The more recent fin types of concealed radi 
ators are efficient but may not lend themselves readily) 
to ease in cleaning, and in hospitals, above all other 
considerations, cleanliness should be paramount in 

For many 
hospital type” has been generally em 
ployed, and this pattern is today believed by many 
engineers to be unsurpassed for hospital purposes 


importance. years cast iron radiation, 


known as 


owing to the ease of cleaning. A newer pattern, the 
“tube type” radiator, is offered as a substitute, and 
some makes appear to be suitable for hospital use 
In the better class hospitals, legless radiators ar 
almost invariably specified, but the installation cost 
is greater. Leg pattern radiators make it more dif 
ficut to clean under and at the backs. 

Insulation of all hot surfaces is essential on the 
score of economy, for one thing, and to avoid the 
overheating of rooms through which steam pipes 
Hospital superintendents invariably complain 
of the overheating of the wards. To partially remedy 
this situation it is well to insulate the mains and 
risers in all bedrooms. Concealed risers should al 
ways be insulated. First work calls for 85 
per cent magnesia insulation, in standard thickness 


pass. 


class 


up to 50-pound steam pressure, and 11'4-inch thick 
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Installation with Oil Burners 


Boiler 


ness for greater pressures. The strictly low-pressure 
heating pipes may be insulated with the better class 
asbestos air cell covering at a small saving in cost, 
but it should be of not less than the 4-ply thickness 
with 5-ounce canvas jacket, 
“standard.” 


not 3-ounce which is 
The latter covering would ordinarily 
be used in small hospitals or where first cost must 
be considered. Heating returns are frequently left 
uncovered through the reasonably warm basements, 
especially with a vacuum system of heating. 

I‘lues and ducts may be built of masonry or sheet 
metal,—usually the latter. They should be rigid, 
with all exposed edges wired and openings into rooms 
left open. Hoods are regularly placed over kitchen 
ranges, kettles and steamers, also over dish washers 
and sterilizers, and frequently in laundries over 
washers, drying tumblers and ironers. Such hoods 
are usually built of sheet metal of substantial design, 
and the heat and steam are withdrawn by exhaust 
fans. Registers and grilles collect dirt and are rarely 
If control of the flow of air 
is necessary, one may install dampers of the friction 


removed for cleaning. 


pattern located in accessible places, wherever this is 
practicable. The ventilators and exhaust flues from 
the chemical laboratory fume hood or cabinet, should 
preferably be made of some non-corrosive sheet 
metal or clay tile, and the exhaust fan of non- 


corrosive metal. Ventilators should be built of copper. 


Heating and Ventilation 


The type of heating and ventilation to be installed 
will depend upon the class of hospital under con- 
sideration. It is not so many years ago that it was 
considered necessary to provide every hospital with 
a complete system of fans and ducts for supplying 
fresh 
therefrom. 


air to each room, and for the removal of air 
Just now, however, the pendulum has 
swung pretty well to the other extreme, and it is a 
question if it has not swung too far. 
hospitals for contagious diseases, hospitals for the 
insane and feeble minded, and special rooms in every 
class of hospital, are provided with indirect systems 


Today, only 
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Fig. 2. Soft Coal Pulverizer and Feeder 
of heating and ventilation; direct is used elsewhere. 
In any hospital there are certain rooms that from 
the natures of their purposes should be supplied with 
exhaust fans or, at any rate, with ducts and flues for 
ventilation. These in general, are the laundry, all 
kitchens and serving rooms, sink or utility rooms, 
the X-ray suite, dark (X-ray photographic) and 
transformer rooms, clinic, autopsy, sterilizer, plaster, 
anzsthetizing and operating rooms; all laboratories, 
delivery rooms, and the nursery or creche; all gen 
eral and private toilets and bathrooms located away 
from outside building walls, and preferably wherever 
located. The removal of the air from these rooms 
may be in many cases by gravity, provided however, 
that the vent flues lead direct to the roof or at most 
with but a short offset. 
hand, will not be considered properly ventilated un- 


Certain rooms, on the other 
less the air is removed by fans. These are the oper- 
ating and X-ray rooms or suites, chemical laboratory, 
the autopsy room, maternity suite, main kitchen, and 
some hospital 
authorities require all rooms to be ventilated by 
mechanical means, but this is quite unusual at the 
present time. 


laundry. In instances, however, 


Private rooms and two-bed wards are seldom pro- 
vided with fresh air other than through windows, 
and no ventilating flues are installed for these rooms, 
but in wards with four or more beds it is usually 
found necessary, for the sake of harmony among the 
patients, to provide means for control of each unit 
of the heating, air supply and ventilation. As to 
temperatures, these also vary, but in general, a tem 
perature of 70° is considered proper, except in oper- 
ating rooms, labor and delivery rooms, and the 
nearby nursery; also in the dressing rooms con- 
nected with the X-ray department, hydrotherapy and 
patients’ shower rooms. These should be capable of 
being heated to 80 or 85°,—both summer and win- 
ter—-at the lowest outside temperature for the 
locality. In such rooms, and in the administration 
offices, the control of the temperatures should be auto- 
matic where the appropriation for building will per- 
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Fig. 3. Boiler Room Plan for Small Hospital 
mit. In all patients’ rooms hand control of radiator 
valves is considered the most practical. 

Air conditioning of the premature wards in chil- 
dren’s hospitals is frequently required. The chief 
value of air conditioning is the resulting stabilization 
of the body temperature, and this is accomplished by 
maintaining uniform temperature and humidity ad- 
justed to the physiological needs of the infants. The 
conditions best conducive to the requirements are 
dry bulb temperatures varying from 75 to 8&8 
and 65 per cent relative humidity. From 30 to 50 
air changes per hour are needed, and automatic con- 
trol of temperature and humidity is imperative. 

Boiler Room Installation. If the hospital is not 
larger than of 50- or 60-bed capacity, the boilers 
will probably be of the low-pressure cast iron type 
for heating the building and the domestic hot water 
supply. For supplying steam for the sterilizers and 
kitchen, a high-pressure steel boiler will usually be 
employed, or this equipment may be provided for 
by the use of city gas or electricity. The high-pres- 
sure boiler installation will be found to be the most 
economical to operate, and it may also be used in 
the summer to heat the domestic water supply and 
the operating and maternity suites, thus obviating 
the installation of a coal or gas heater for the pur- 
pose. In a larger hospital or one operating a 
laundry, it will be better to install high-pressure 
boilers only, and these in duplicate. Such boilers 
will provide steam at from 80 to 100 pounds pressure 
for the laundry, and through suitable pressure-re- 
ducing valves at 60 pounds for the sterilizers and 
water stills, and at 30 pounds for the kitchen and 
again at 5 pounds or less for heating. The domestic 
hot water will be heated from either the 5-pound 
or the 30-pound line as most convenient. Exhaust 
steam from engines or pumps may be available and 
for economic reasons will be used. 

The system of heating the building will usually be 
either by hot water, low-pressure steam, one- or 
two-pipe with gravity return direct to the boilers 
(termed a “closed system”), or low-pressure steam 
with gravity return pumps which in turn deliver the 


Fig. 4. Boiler Room Plan for Large Hospital 
water back into the boilers. In place of pumps the 
condensation may in the smaller buildings be re- 
turned by boiler return traps direct to the boilers, 
while in hospitals of considerable size a vacuum 
return system will probably prove the best from an 
economical and operating point of view. 

Hot water heating of small and medium-sized 
hospitals is seldom employed. Where installed, it 
will usually be a “forced” hot water system. The 
so-called system of low-pressure steam 
heating will probably not be installed in other than 
the very smallest cottage hospital. The types of 
heating, variously known as “vapor” or “modula- 
tion” systems, where properly installed, give gen- 
erally satisfactory service. If ample fall to the boiler 
room for the condensation is possible and if the runs 
of piping are not too long, there will be no necessity 
of installing a vacuum pump, as what is termed a 
“condensation pump” will serve quite as well. 

Architects and contractors alike should have it 
fully impressed upon them that the successful opera- 
tion of any vapor, modulation or vacuum heating 
system, depends wholly upon the uniformity of the 
pressure of the steam supply to the radiators. With 
properly sized pipe connections and radiators fitted 
with fractional valves that may be partly closed at 
will, room temperatures may be very accurately 
controlled. This depends upon just two things, 
sensitiveness of the damper regulator or pressure- 
reducing valve and the occasional adjustment of the 
radiator supply valves. Quite recently a system of 
high (and variable) vacuum heating has been made 
available to the designer, whereby room tempera 
tures may be quite accurately maintained to meet 
variations in outside temperatures. 


“closed” 


This is accom 
plished by varying the vacuum carried on the return 
lines and the pressure in the supply lines. 

installed and competently operated, this 
should effect marked savings in fuel, and secure a 
high degree of temperature control. In the very low- 
pressure heating installations it is well to carry 10 
to 15 pounds pressure on the boilers a// the time and 
through a proper valve reduce the pressure for heat- 


Properly 
system 
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the boilers lhe accuracy of temperature « lO 
the radiators « ends upor iitorn unvarving 
tea essure 
CSS -* ) ais 
en to 80 pounds in the laundry, is needed 
but the smallest hos s. In the lau his 
pressure is required during the daytime « 
is quite the custom to carry but from 50 to 60 
, Q essure 1 the bole at othe times to1 
e sterilizers. Stea ind return piping connectio1 
re made to the laundry, kitchen and sterilizers of 
sizes to meet the needs of the equipment furnished 
It is a trade custom that the heating contractor shall 
furnish and install all the traps valves, etc needed 
» connect the laundry and kitchen equipment. The 
terilizers and distilled water equipment, howeve1 
should be supplied by their makers with a// the traps, 
alves and immediate piping, all nickel plated and 
rought to a convenient point for connections by the 
steam heating contractor 


[he boiler room, in the small hospital, will prob 
ably be located in the basement. For obvious reasons 
this room should be built as nearly fireproof as it 


I 


is possible to build it. If located in the hospital it 


should be as convenient to the service entrance to the 


| : | ° 
hm aIne 
ulding 


as possible. It should also have an entrance 


from outside the building, and a// entrances should 


wwe self-closing firedoors. The boiler room in any 


case would be better housed in a separate building 


larger hospitals this becomes more im 
refrigerating and 


portant By placing the boiler, 


laundry plants in a separate building, the fire risk is 


reduced, and the dis. and attendant noise greatly 
lessened,—and_ these are important considerations 
If possible, the coal storage space should be placed 


outside the building or boule house and be of such 


design that coal trucks may drive over it and dis 
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charge the coal therein with little or no handling. 
Quiet about a hospital is indispensable, and patients 


should not be disturbed oftener than necessary. 
fig. 3 is a plan of a small boiler installation suit 
able for the smaller hospital of 50 or fewer beds. 
lig. 4 is a suitable plan for hospitals of from 50 


to 100 beds. 

The low-pressure cast iron heating boilers or steel 
boilers suitable for high or low pressure, together 
with the boiler piping, hot water tank, heaters, and 
pumps, should be installed in the simplest manner to 
acc ymplish the desired results. In the small hospital 
it is good judgment, on the score of economy and 
convenience of operation, to incur extra expense (if 
necessary) to secure simplicity in installation, keep 
ing in mind the probable lack of skill of the atten- 
dants the hospital is likely to employ, and the mult: 
plicity of duties that fall to the lot of the engineer 

Steel boilers 


poor economy to permit 


and it is 


lity 


will usually be brick-set, 


use of an indifferent qua 
yf brickwork for the small first cost savings that may 
be effected. Poor settings mean leakage of cold air 
into the combustion space, a lowering of the temper 
gases, low boiler efficiency, and wast 
ft fuel. Coal, oil 


be the proper 


ature of the 
or possibly natural or artificial gas 


may fuel to burn, depending upon the 


+ " 


cost of each in the Gas and oil 


particular locality. 


dirt about the building: fires may 


quickly, and 


when burning solid 
combustion 


fuels cause less 


be started more there are lower standby 


Where 


space in the 


losses than fuels. soft 


coal is burned, a larger 


boilers 1s which means greater height 11 


requires 


| 
i, 
the boiler room due to setting the boilers higher 


Horizontal return tubular boilers should be set with 
the distance from grates or stoker to shell of about 


3 teet, 6 inches in the 48-inch and 54-inch sizes, in 


creasing 4 inches for each increase of 6 inches in 


1 
} 
i 


illustration of 


yoiler diameter. Fig. 1 1s a good 


a low-pressure cast iron boiler installation burning 
Fig. 2 shows a unit soft coal pulverizet 


he larger installations. 


oil fuel. 


and feeder for t Such an in 
stallation is suitable only for a hospital with a de 
tached boiler house. Scales for weighing coal should 
be provided, and many patterns are obtainable. 

An incinerator will probably be built in the boiler 
room except in the smaller hospitals. These 
usually and fired with 


although there is usually enough combustible refuse 


are 


brick set coal, oil, 


gas or 
available to burn the garbage. In the smaller hospi 
tals the 
coal-fired incinerators, locally placed, or is taken in 


refuse is either burned in small gas- or 


suitable containers and burned under the boilers. In 


such: plants the kitchen wastes are collected daily 


and carted away to be disposed of. 
Re friae ration 
Refrigeration in hospitals is fully as essential as 
heating, and in all but the very smallest hospitals 
; Natural ice 
very small hospitals in country 


it will be obtained by artificial means. 


may be used in the 


districts, where a good quality of ice is abundant, 
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but even in such locations, artificial ice is coming 
more and more to be used. Refrigeration is of 
course needed for the preservation of food stuffs 
at temperatures of from 32 to 36° for meats, fish, 
etc., and of from 34 to 38° for dairy products and 
vegetables. Fruits are best kept at a slightly higher 
temperature, or at about 40°. These temperatures 
apply to commodities for current use. Where they 
are to be stored over long periods, slightly lower 
temperatures would be required. 

Where garbage is kept temporarily awaiting re- 
moval by teams, the temporary storage room should 
be refrigerated to about 32°. Refrigeration is also 
extensively employed in the laboratories where sharp 
freezing for microscopic work, at from 5 to 10°, is 
required ; also in hardening ice cream at from zero 
to 5° after its manufacture; in the cooling of water 
for drinking purposes at from 40 to 45°, and for 
maintaining a temperature of 64 or 65° in the devel- 
oping and fixing solutions in dark rooms where 
X-ray negatives are developed. The mortuary 
cabinets require refrigeration to about 32 Air 
conditioning also requires the extensive use of re- 
frigeration for operating rooms and premature wards 
of children’s hospitals, but the details of their in- 
stallation are too extensive to be described in a short 
paper. Ice is used in hospitals principally in making 
ice packs. For this purpose it is usually crushed in 
the ice-making room and kept in compartments of 
the diet kitchen refrigerators on the several floors, 
or in special storage containers in the nurses’ work 
rooms. 

Artificial refrigeration is produced in one of two 
ways; (a) by a centrally-located machine employing 
either ammonia or carbon dioxide as the refrigerant 
in connection with a brine cooling tank located in 
close proximity to the machine room, and a system 
of pumps and piping for distributing the brine to the 
refrigerators; or (b) my means of small self-con- 
tained automatic units. These machines are rela- 
tively small in refrigerating capacity, and usually 
employ as a ethyl 


refrigerant chloride, methyl 
chloride, dioxide, or 


sulphur other refrigerants. 
They are usually suitable for small refrigerators 
only, but where two or three small diet kitchen boxes 
come over one another on several floors, one machine 
may be installed to advantage for their operation. 
These machines may be successfully employed in 
making ice cream and for ice cream serving (not 
hardening) boxes and for cooling drinking water 
where a central refrigerating plant is not to be in- 
stalled. They undoubtedly fill a very decided need 
in the small institution and in detached locations not 
easily accessible for brine circulation. Carbon dioxide 
machines are coming more and more to be used in 
hospitals, especially if the machine is to be located in 
the hospital proper, or in a place where escaping 
ammonia fumes would dangerous. If the 
refrigerating plant can be placed separate with free 


pre ve 


access to out of doors, the ammonia type machine 


is entirely satisfactory. In the south, unless con 
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Fig. 6. Built-in Storage Refrigerator plant 
densing water of below 85° temperature is available, 
carbon dioxide machines cannot be successfully em- 
ployed. Automatic temperature control is highly 
essential in all refrigerating plants, more especially 
for laboratory service. Fig. 5 1s a plan of a central 
refrigerating machine room, with brine tank. This 
design will be suitable generally for refrigerating 
plants of from 5 to 20 tons capacity. 

Refrigerators for hospital use are of either the 
portable or the built-in types or a combination of 
both. The small hospital will probably install portable 
boxes only, and these may be had in a variety of 
sizes to meet the demand for storage of food stuffs 
sufficient for one or two days’ use. The “built-in” 
refrigerator with full-sized doors may be of any re 
quired size. In the larger institutions there may be 
several such boxes opening onto an insulated corridor 
or vestibule. The vestibule is not refrigerated, but 
the temperature remains sufficiently low to prevent 
raising the temperature of the boxes when the doors 
opening onto the vestibule are opened. The vestibule 
is also frequently supplied with sink and cutting table 
and used for meat cutting. 
mainly used for 


Such refrigerators are 
and have a 


capacity for a week’s supply. 


storage frequently 

The main vegetable storage room is usually located 
in the basement. In the smaller hospitals such rooms 
are not as a rule supplied with refrigeration. In 
the larger hospitals, however, such rooms are usually 
kept at below 60 


Service boxes, usually of the 
portable tvpe, are installed in the main and diet 
kitchens, the pantry, bakery, dairy and the labora 
tories. Frequently, however, the storage refriger 


ators, if located conveniently to the main kitchen, may 
more 


“reach-in’”’ compartments accessible from the outside 


be divided in such a way as to povide one or 


Where this is done, a day’s supply of food is usually 
placed on the shelves of these compartments from 
inside of the main boxes. This arrangement obviates 
the installation of a number of portable service boxes, 
and it also obviates carrving food from the storace 
refrigerators to separately located service boxes 
through a hot kitchen. 

The walls of refrigerators are insulated according 
to the service required. The built-in boxes usual 
have floors 6 inches thick of natural cork laid in hot 
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pitch on a concrete floor or base. The walls and 
ceilings are usually 4 inches thick, but in some loca- 
tions or where temperatures below 25 to be 


maintained, they may be 6 inches thick. Fig. 6 is 


are 


a plan of a built-in storage refrigerator large enough 
for a 200-bed hospital. Note the two-door ( upper 
and lower) service boxes for dairy products, cheese, 
fruits, meats, etc., and the ice-cooled fish chest. This 
refrigerator built in the main kitchen of a 
prominent eastern hospital of 300-bed size. 


was 


Portable refrigerators are insulated with natural 
cork or equivalent insulating material, waterproof 
sheathing paper, and wood or metal. The thickness 
of the insulation should be at least 2 inches in the 
smallest boxes and 3 or 4 inches in the larger sizes. 
The tile, white glass, baked 
enameled iron, one-piece porcelain or monel metal. 


inside lining may be 
The outside surfaces may be wood or baked enameled 
iron with refrigerator type doors and heavy bronze 
hardware. Refrigerator shelving may be made of 
galvanized steel sheets, heavy galvanized wire net- 
ting, monel metal, or glass. Fish chests use crushed 
ice in which the fish are packed. The box and cover 
linings are usually of galvanized steel or monel metal. 

The cooling of refrigerators for hospital use is 
often done by the circulation of calcium chloride 
brine from the refrigerated brine tank located near 
the compressor through steel pipes to the various 
locations. A direct expansion system is not suitable 
for hospital use. The brine is circulated by means of 
pumps, and the pipe circuits are continuous from the 
brine tank to the refrigerators and back again to 
the tank. The brine circulation pipes should be cork 
insulated, of “brine thickness” or heavier if the pipes 
pass through especially hot rooms or have to carry 
brine at unusually low temperatures. The cooling 
pipes within the refrigerators are called “bunker 
coils.” These may be supported from the ceiling if 
the height is at least 10 feet, 6 inches; 
from the side walls. The overhead arrangement is 
considered the best, as it does not take up desirable 
space for shelving and food storage along the walls. 
In either case, pans must be placed under the coils 
to catch the water while the coils are being de- 
frosted. These pans have to be drained to the gen- 
drain from the refrigerator. Portable 
should always be set on a concrete or tile base about 


otherwise 


eral boxes 
3 inches above the finished floor, with a sanitary 
The required amount of ice for the hospital 
will be made in the brine tank near the compressor. 
Ice cans are made in sizes to hold from 25 up to 300 


cove. 
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pounds. 
pitals. 


The 50-pound size is convenient for hos- 
Near where the ice is made, a motor-driven 
crusher should be installed, and ice in that form stored 
nearby; from there it is carried to the work rooms. 

Fire Prevention 

Prevention of fire in hospitals is essentially a 
matter of building design, construction and equip- 
ment. The maximum degree of safety is attained by 
the use of fire-resisting materials and the installation 
of an automatic sprinkler system. Actual data show 
that a hospital burns every day somewhere in the 
United States ; that three institutions or asylums for 
the unfortunate are burned or badly damaged by fire 
every week. In addition to complete destruction, 
out of every 16 institutions in the country, one 
suffers a serious fire every year, and there are up- 
ward of 10,000 such institutions in the country, mak- 
ing from 600 to 700 hospitals that suffer in some 
measure from fire each year. Aside from monetary 
losses running into the millions, consider if one will, 
the sick, feeble and helpless patients, and give careful 
consideration to the type of building construction 
and equipment for which the architect assumes a 
considerable measure of responsibility. Statutes and 
building laws establish building requirements in 
many cases, especially in the larger communities, but 
nevertheless the same care should be exercised even 
wherever greater freedom of design is permitted. 
Thoughtful hospital authorities will reject wood con- 
struction in other than one-story buildings. In multi- 
storied buildings fireproof construction becomes an 
absolute necessity. Boiler rooms should be isolated 
by fire walls, ceilings and doors from other parts of 
the building, and similar construction should extend 
to rooms in which chemicals, paints, oils, and X-ray 
films are to be stored. Such rooms should be amply 
ventilated and shut off from other rooms by fire doors. 

The automatic sprinkler is probably the best safety 
device for putting out fires, and its use is constantly 
urged by fire authorities. It is also required by 
statute in many cities. Standpipes and fire hose are 
of questionable value in some cases, inasmuch as the 
heavy equipment cannot be readily handled by nurses. 
Fire extinguishers placed at stragetic points are valu- 
able in putting out fires before they attain dangerous 
proportions, and to hold fires in check until the ar- 
rival of the regular fire-fighting force. If for any 
reason second class construction be employed, then a 
sprinkler system assumes greater importance in af- 
fording adequate protection from fire. 


/ 





QUIET FOR HOSPITALS 


BY 


CLIFFORD M. SWAN 


| grvnbabe all that has been said and written 
concerning the subject of hospital quieting 
during the past few years, there still seems to be a 
large lack of appreciation of the importance of this 
subject. This may be due in part to the reluctance 
or inability of trustees and building committees to 
increase expense, but since the most elementary and 
inexpensive precautions are so often overlooked, it 
would appear that the explanation is to be sought 
elsewhere. Certainly, if doctors and superinten- 
dents insist on having anything they consider vital 
to a hospital’s needs, they are likely to get it; since 
the element of sound prevention is so frequently 
neglected, it seems probable that the hospital staff 
becomes so accustomed to its surroundings as not to 
realize and stress the problem. To the average lay- 
man, however, even when strong and healthy, the 
sounds, sights and odors of a hospital are disquiet- 
ing if not actually terrifying. How much more is 
this the case when he is a patient,—weak, sick and 
worried! If a doctor would appreciate only a small 
fraction of the suffering caused to a fevered or 
apprehensive mind by the sounds which carry 
through a hospital, he would be very prompt in de- 
manding action to eliminate the noise problem. 
What is more essential to recovery of health than 
relaxation of nerves and repose of mind? Quiet 
surroundings and freedom from irritating or excit- 
ing noises are of primary importance. To produce 
such conditions should be a matter of prime con- 
sideration for all hospital architects, consultants and 
superintendents. 

Disturbing 
sources. 


sounds originate in a number of 
They may come from outside the building, 
as from passing street traffic, factory whistles or 
shouts of children. Again, and with more annoy- 
ance, they may come from within, as in the rattle 
of dishes, banging of doors, groans of patients, 
cries of infants, or conversation in corridors. To 
be sure, quiet zones are established in many cities in 
streets surrounding hospitals, but such regulations 
are largely ineffective, and noises may and do come 
also from areas beyond the zones. Sometimes the 
hospital is not careful about traffic within its own 
grounds. <A friend once told the writer of lying 
awake night after night in a hospital listening to 
automobiles and ambulances driving up to the door 
several stories below his window, imagining in his 
fever-stricken brain that they were carrying away 
the bodies of patients who had died during the day ! 
Did that aid in his recovery? Even today that man 
has an abiding horror of hospitals. 

As far as possible, the hospital should be designed 
and administered so as to keep seriously ill persons 
at the greatest distance from external sounds. 
Equally important is it to keep the windows closed, 
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using double panes of quarter-inch plate glass if 
necessary, and supplying fresh air by forced ventila- 
tion. Sounds generated within the building should 
be less difficult to control, provided the wish to do 
so exists. It is, of course, axiomatic that all pre- 
ventable noises should be eliminated at their sources. 
There must necessarily remain, however, a large and 
varied assortment, of sounds which are inherent in 
the operation of such an institution. 
prevented from reaching the patients. 
There are four factors to be considered in such a 
process, and they should be studied carefully while 
the building is still in the design stages, and ade- 
quate provision for them should be made in the 
specifications. [ 


These must be 


These four items are: prevention ot 
magnification due to the reverberation in the room 
where the sound is produced; the stopping of trans- 
mission of such sound through the floors, walls and 
structural fabric of the building ; 
travel through and, finally, the 
counteracting of its possible amplification by the 
reverberation in those rooms or wards which it ulti- 


elimination of its 


open corridors ; 


mately reaches. The second: of these is a problem 
in wave conduction and transmission through the 
materials in the structure of the building. ‘The 
other three come under cases of sound reflection, 
and consequently must be studied with relation to 
the materials and finish of exposed surfaces which 
the sound strikes. 

Let us first consider the transmitted sound. ‘his 
may be carried along structural members such as 
columns and along conduits, steam, 
water and soil pipes, or through ventilating ducts ; 
or it may pass upward or downward through ceil- 
ings or floors, or laterally through wall partitions. 
If the source is the hum of a motor or fan, the 
pounding of a pump or compressor, the click of 
circuit-breakers of elevators, or similar noises, the 
first thing is to insulate these machines as fully as 
possible from the supporting structure. 


girders, or 


This is 
usually accomplished by bolting the machine to a 
heavy concrete bed set on an isolating layer of cork 
sheets. There are also patented systems which have 
been used with good effect. The insulation of these 
foundations is of the utmost importance. Perhaps 
there is nothing so annoying in the small hours of 
the morning, when all else is still, as to hear the dis- 
tant monotonous and relentless throb of 
similar machine. 

The next prevent the sound waves, 
traveling through the air and impinging on _ the 
walls, floor or transmitting their 
energy through these surfaces or along pipes whiclt 


a pump or 


step is to 


ceiling, from 


This means the con- 
struction of soundproof floors and walls, which may 


may pass through the rooms. 


be done more or less successfully by various meth- 
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Sound 


Absorbing Ceiling Quiets the Corridor 


It is well to 
seek expert advice with relation to the best method 


ods, too complicated to describe here. 
to meet local conditions. Pipes should be insulated 
by wrapping them in soundproof covering wherever 
there is danger of communication through them. A 
deal of sound through a 
opening, so it is essential that cracks around doors 


great will pass narrow 


shall be sealed by rabbeted and felted jambs or by 


weather strips. Doors should be flush and _ solid, 


and be kept closed. 
taken precaution to prevent the 


Having every 


conduction and transmission of sound through the 
structural elements of the building, the next thing 1s 
reflected 


space bounded by hard reflecting surfaces, such as 


to take care of sound. In any enclosed 
concrete, hard plaster, terrazzo, glazed tile and the 
like, a sound once created will be reflected back and 
forth several hundred times before its energy 1s so 
This process 
other 


add 


their energy to the first and to one another, pro- 


inaudible. 
time. If 
sounds are generated during that time, they 


far absorbed as to make it 


takes an appreciable interval of 


ducing an accumulation of energy which causes an 


the the Not 


this, but if any of this sound penetrates into another 


increase in loudness of sound only 
room which is itself reverberant, the process is there 
This that the 
be diminished not only in rooms where noise origi 


but 


repeated. means reverberation must 


nates, also in all other rooms where quiet is 


desired, even if no noise is produced directly 1n 


them. Furthermore, the same process of reflecting 


causes sound to travel readily along corridors and 


through elevator and dumbwaiter shafts to all parts 
Such 


act much like large speaking tubes 


of the building. channels of communication 


The remedy in all of these cases is to be found 


in the reduction of the reflecting power of a por 


tion of the surfaces, except perhaps in shafts, where 


it is better to prevent the egress of sound by means 
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Whatever is used to absorb 
the sound, and thus reduce the amount of reflection, 
it must be applied as a surface layer exposed to the 
sound waves, and must be of sufficient thickness to 
be effective. Such materials run from one half inch 
inch or more in thickness. Further- 
the must look well, and it must 
have a sufficiently high reflection for light so that 
undue wattage need not be expended in illuminating 
the Some natural finish 
which answers the purpose; others require a cover- 


of soundproof doors. 


to one even 


more, treatment 


room. materials have a 


ing or coating. If this is necessary, even if only a 
coat of paint is used, there is danger of lessening 
the efficiency, as the sound waves may not easily 
penetrate the covering. 

All of the surfaces in a reverberant room or cor- 
The 
be reduced to a practical degree 


ridor do not require absorptive treatment. 
noisy condition can 
of comfort usually 
from the 
panied, in extreme 


by a marked reduction in the 
reflection ceiling alone, sometimes accom- 
cases, by a partial treatment of 
On walls and furred ceilings the 
absorbing layer should be applied over a brown coat 


the upper walls. 


This also will 
prevent air suction through the treatment and les- 
sen the rapidity of soiling. 
not furred, the directly 
the concrete There 
are many materials on the market which have a high 
degree of absorption for sound, and which are prac- 
tical as an interior finish. 


of plaster to insure a level surface. 


On ceilings which are 


plaster may be 


placed 


against slab between beams. 


They vary considerably 
in efficiency, however, as well as in appearance, 
sanitary quality and economy of maintenance, so 
that some are not suitable for hospital use. They 
felts, 
and masonry materials such as tile and plaster. In 
every case the absorption is due to a maze of small 


fall into three general groups, fiber boards, 


intercommunicating pores, nearly uniform in size, 
permeating the whole structure of the material. If 
these pores become sealed at the surface, the absorp- 
tion is very much diminished, especially for sound 
waves of high pitch, which are present in large 
number in the voice as well as in most sharp noises. 
It is essential, therefore, for effective use, that the 
sound shall have free and unimpeded access to the 
Here is a difficulty. If the 
surface must present open pores, it will of necessity 
collect dirt and 


voids in the material. 

germs. How serious the bacterial 
problem may be is a moot question; it is certain, 
however, that accumulation of dirt is a real prob 
lem, affecting both appearance and light reflection. 
\ material should therefore be selected which can 
be readily 


without loss of 


At the present time, there is no 


cleaned or redecorated 


absorbing power. 


material which ideally meets these conditions, al 
though some are much better than others. Among 
the tiber boards we find such substances as flax. 


sugar cane, or mineral-coated excelsior. compressed 
into rigid sheets or tile, and sometimes perforated 
They usually cannot be 


take the 


to increase the absorption. 


washed: cleaning or redecoration must 
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form of spraying or stippling with a thin paint, ¢x- 
cept in the case of the perforated material, which 
may be painted as desired. Felts are made of jute, 
wool, cattle hair, goats’ hair, wood fiber, etc. They 
were the first materials in the development of the 
art to be used for the purpose of sound absorption 
and acoustical correction. They are usually cov- 
ered by some fabric in order to present an accept- 
able appearance. If this membrane is unbroken and 
painted, the pores of the felt are sealed, with the 
result already described. This limits the desirability 
of the material as a quieting medium to some ex- 
tent. If holes are punched in the membrane of 
sufficient size and number to restore the absorption, 
the problem of redecoration again becomes difficult, 
the maintenance cost comparatively high, and the 
holes give the surface a rather restless appearance. 
The cleaning problem is much simplified, both for 
fiber boards and felts, if they are covered with a 
thin perforated metal sheet. This can be easily 
painted without refilling the holes, and can _ be 
washed or scrubbed without difficulty; but the ap- 
pearance of the dotted surface is a consideration, as 
with the perforated cloth. 

Tiles and plasters are structural, permanent and 
fireproof, and give a normal appearance to the sur- 
face treated. Their absorption is not quite as great 
as that of some of the other substances mentioned, 
but they can be applied over large areas and thus 
give equal results. The plasters are comparatively 
low in cost and can be stippled or sprayed with thin 
paint when soiled. Acoustic tiles, although higher 


in initial cost, are inexpensive to maintain, can 
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Sound Absorbing Materials Make Kitchens Less Noisy 
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readily be scrubbed with soap and water, and do not 
need painting. In reaching a decision as to which 
of all these treatments should be used in any 
ticular case, 


par 
be given to the 
percentage of sound absorption, especially over the 
upper half of the scale of pitch, to the appearance 
and light-reflecting qualities, to the possibility. of 
maintaining these, and to the combined cost of such 
upkeep plus the original cost of installation. 


consideration should 


Floors 
should also be given some attention. Marble, con 
add to the 
Linoleum, cork or rubber tile, 


crete or terrazzo simply extent of 
reverberant surfaces. 
similar resilient 
are much more conducive to quiet. 


Practically 


or composition floorings of type, 


every department in a_ hospital re 


quires some absorptive treatment. Noises are gen 


erated in offices, diet and other kitchens, dish 
washing rooms, serving pantries, nurseries, labor 
and delivery rooms and elsewhere,—noises which 


should be muffled at the outset by one of the treat 
ments described. 

Use of the precautions and corrective measures 
thus briefly outlined will require some little time and 
thought in the planning of a new hospital and the 
letting of contracts, but the labor thus expended 
will be well worth the trouble in the results which 
can be attained. If hospital authorities can but 
realize what a saving in time, health and nervous 
energy, as well as in actual discomfort and suffe1 
ing, a little preliminary attention to such details will 
bring about, our hospitals will not be the madden 
ing sound boxes which many patients think them, 
and will become more effective places of healing 
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SUPERINTENDENT, SILVER 
A LAUNDRY as part of a hospital of 50 beds 

or more is essential for three major reasons. 
First, the hospital can usually do its laundry more 
economically than a commercial laundry can afford 
to do it. Second, there is a material saving of linen 
in the personal supervision of the way in which the 
linens are laundered. Third, promptness of service 
makes it unnecessary to maintain a large reserve 
supply of linen. 

There are two principal considerations of equal 
importance with reference to the location of the 
laundry. One is accessibility to prompt hospital 
service for delivery of soiled linens to the department 
Chutes of the type 
that can be cleaned properly are recommended for 
the soiled linens. 


and the return of clean linens. 


In hospitals where one chute can- 
not service the entire hospital, more may be pro- 
vided or else auxiliary service in special soiled linen 


trucks should be maintained. The same _ trucks 
should never be used for both soiled linens and 
clean linens. The second consideration has to do 


with the supervision of the mechanical equipment 
The laundryman has all he 
can do to operate the equipment, and it should not 
The 


latter should be part of the duty of the engineer. 


by the chief engineer. 
be up to him to do the necessary repair work. 


Unless the equipment receives constant mechanical 
supervision and inspection by the chief engineer or 
his assistant, the equipment may not give the ser- 
Such things as 
oiling and greasing can be done by the laundryman, 


vice the hospital’s needs demand. 


but they should be checked by the engineer. 
\ hospital 


should have a minimum of four rooms, 


well planned laundry department 
-one soiled 
linen room, one wash room, one clean linen room, 


and one supply store room. 


In a hospital that has a 
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A Well Equipped Hospital Laundry 





school of nursing, it is most desirable, even in one 
of the smaller hospitals, to have a special clean 
linen room for personal linens. Care should be 
given in arranging the units of the department so as 
to avoid as much cross traffic as possible. Thought 
should be given to planning so that the operating 
costs can be kept to the minimum. Many features 
In the average small 
or medium-sized hospital it is possible to utilize each 


of economy can be included. 


employe’s services for more than one particular 
work. The washman need spend only his mornings 
in the laundry, while in the afternoon his time can 
be spent working in some other department. We 
know that it usually takes four girls to operate the 
mangle. When the mangle is not running, a suff- 
cient number of hand ironing boards and prim 
presses should be available to keep these girls busy. 
At least one third of the shelf space in the clean 
linen room should be of the locker type so that a 
reasonable supply of clean reserve linen could be 
kept ready for an emergency. Attention should be 
given the size of the supply store room so as to per- 
mit the management to take advantage of quantity 
prices. However, linens in storage should not be 
kept in the laundry supply store room. 

The equipment needed in the laundry is deter 
mined by the demands of the hospital. The mini- 
mum equipment for first class work,—two washers, 
one extractor, one mangle, one prim press, three 
hand ironing boards and one tumbler,—can be made 
to give efficient service, using the different sizes 
available, in a small hospital of 50 beds or even in 
a medium-sized hospital of from 150 to 200 beds. 
This amount of equipment can be relied upon to 
turn out from one thousand to four thousand pieces 
oO! 


hospital linens in an average eight-hour day. 














Plan for Laundry of Small Hospital 
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IME was when a hospital was simply a room 

or rooms or even a whole building for the 
gathering of the sick or injured so that continuous 
care in nursing, and proper diet, dressings and 
medicines could be regularly administered, but with- 
out plumbing equipment other than toilet facilities 
and a few sinks for a supply of water to be boiled 
for sterilization. 

Hospital operation requires comparatively large 
quantities of water, for cleanliness is the basis of 
efficient service, and in order to economize the labor 
of nursing and housekeeping staffs and save precious 
time of the medical and surgical personnel, it is very 
necessary that fixtures to supply water and to re- 
move waste must be well distributed and that the 
fixtures themselves be adapted to the service, so as 
to be as far as possible self-cleansing. 

Necessity and Danger. Plumbing has advanced 
till it may be said that the modern hospital is built 
around its plumbing. After it is once installed, less 
attention is paid to the plumbing than to any other 
part of the plant or structure. The hospital authori- 
ties, usually physicians, generally know little of the 
practical end of sanitation in plumbing, and are 
likely to explain unexpected relapses and cases of 
infection as due to any source other than to thought- 
less tinkering with the plumbing system. Scores of 
such cases, previously unexplained, have been defi- 
nitely traced to defective plumbing,—usually care- 
lessly or ignorantly mutilated plumbing. It can be 
seen that the hospital’s greatest asset,—a compre- 
hensive plumbing system,—can also be its undoing. 
Post-operative infection is probably in nine cases 
out of ten traceable to washing the wound with in- 
fected water supposed to be sterile, or to the use of 
contaminated dressings. There is usually no 
thought given to the sterilizer and the possibility of 
infection from that source, as it is a mechanical 
appliance and is not supposed to go wrong. It may 
have been so connected with sewer pipe and water 
supply that pollution or infection is not only pos- 
sible but probable each time certain conditions occur 
co-incidentally, and in the usual plumbing installa- 
tion such conditions occur with more frequency 
than one would expect. Check valves and other 
mechanical appliances in water and waste lines are 
no bar to the passage of the minute organisms, and 
that the natural laws of gravity and siphonage are 
operative in every plumbing system. 

The Source of Trouble. It is customary to pro- 
vide water supply pipe sizes only sufficiently ample 
to care for a part of the fixtures drawing at one 
time; therefore, with a large number of connections 
on a single riser of many stories, the opening of 
several faucets on the lower floors creates a pres- 
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sure reduction above, even extending to a point of 
pressure (or lack of it) where gravity from the 
higher levels will overcome it and cause siphonage 
of the contents of the attached fixtures or ap- 
pliances if the supply valves be intentionally opened 
or if the valves are in a leaky condition, or pos- 
sibly if through carelessness they have not been shut 
off tightly. This same condition occurs whether the 
water supply comes from the street pressure or 
from an overhead tank. If the siphoned fixture 
happens to be a bed pan sterilizer in a typhoid fever 
ward, the siphonage of the contents back into the 
general water supply line of the hospital may occur. 
The Remedy. There is no known positive remedy 
or preventive of this condition except the use of a 
definite “air break” between the water supply and 
the fixture served. An air break is the delivery of 
the water supply freely through the air from an 
opened valve above the fixture, such as the faucet 
over a kitchen sink. A direct connected pipe is sub- 
ject to siphonage whenever it is possible, even under 
unusual conditions, such as obstruction of the waste, 
for the water level in the appliance to rise as high 
as the supply connection. Vacuum valves in the 
water supply line will provide protection as long as 
they remain in operative condition, but they may 
get out of order, someone may place something so 
as to obstruct them, or other conditions may inter- 
fere with their action, and while their use might be 
considered permissible in apartment houses, hotels 
and other structures where the risk of infection is 
not great, they should not be used in hospital work. 
At the present time most of the plumbing ap- 
pliances used in hospital equipment are of the closed 
pattern, with both water supply and waste to sewer 
having direct pipe connections, each being closed off 
with a valve. These valves, water-tight when in 
proper repair, are never gas-tight except when 
water is in the fixture, and not fully so then, as the 
standing water at any temperature under 140° will 
become contaminated through absorbing sewer air. 
This is a slow, normal contamination and is dis- 
tinct from the definite infection just described. It 
is only in the last two or three years that this condi- 
tion and the necessity for special sewer and water 
connection in hospital work have been recognized. 
Cross Connections Fatal. One writer claims that 
nine out of ten present-day hospitals have one or 
several serious examples of cross connections be 
tween water supply and sewage, which directly 
cause many otherwise unexplainable fatal termina 
tions in medical cases through use of drinking 
water contaminated in the building and in surgical 
cases through wound-washing with infected water 
and dressings. Conservative thought 


would not 
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Plan of Utility Room, Toilet Room and Pipe Shaft Showing Plumbing Connections 
place the proportion so high, but certain it is that Importance of Pipe Sizes. Design and sizing of the 
many, many hospitals should have an expert sani water supply system are second in importance only 
tary engineer of unquestioned ability go over their to the type and design of the fixtures to be used, 


W hile 
lack of knowledge may in the past have been some 
for the [ 


equipment and give it a thorough dye test. 


excuse 


pernutting creation of a condition 
out of which direct or indirect contamination and 
infection could arise, there is, in the light of pres- 
ent-day research and information, no excuse for 
permitting the erection of a new hospital and in 
stalling its equipment with sterilizers and other 
sewer- and water-connected fixtures in such a man 
ner as to make a cross connection even remotely 


possible. It is reported that one very large hospital 


onl 


project, v recently completed, developed under a 
dve st oht 


tions with many 


test e1 different types of improper connec 


instances of each, and that the cor 


The 
when the size 
of the structure and the type of service to be pro 


and much care should be taken in the layout. 
exact sizes can be determined only 


vided for are definitely known, but all supply pipes 
leading to nursing service rooms, generally known 
to all and to diet 
kitchens should be full size to care for all openings 


as sink rooms, sterilizer rooms 


operating without undue 


To some this might seem to require absurdly 


simultaneously pressure 
drop. 
large riser lines, but in hospital design itis better to 
err on the safety side. In tall buildings it is good 
practice to make the drop line from the tank some 
what smaller and group larger supplies to each floor 


or to two floors on a pressure-reducing valve; in 














rection of these, before throwing the doors open, fact the use of pressure reductions is to be recom 
cost in the neighborhood of $60,000. This should mended, as it is volume that is desirable and not 
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reduction in velocity with consequent elimination of 
noise from the system, and if the velocity can be 
kept below 9 or 10 feet per second and if all ends of 
long runs are protected by elastic disc 
sorbers, the water supply system will be 
silenced and protected against strains. 
Proper Pipe Sizes. In sizing supply lines it is 
customary to assume the discharge area of all com- 
pression valves or faucets as 60 per cent of the 
cross-sectional area of the tailpiece of the couplings, 
which is usually a 3¢-inch or 44-inch iron pipe size. 
The inside area of pipe is not the same as the area 
of a circle of the same denomination but differs 
slightly for mechanical reasons, the effective area 
of a 34-inch pipe being .191 square inch instead of 
110, and of a %-inch pipe, .304 square inch in- 
stead of .196; the actual diameters being .493 and 
.622 inch respectively. 


shock ab- 
effectively 


The reason for assuming 
60 per cent of the pipe supply area of a compression 
valve or faucet is that the disc never lifts more than 
half the diameter above the seat, and there is a 
considerable friction component to be added; and it 
follows then that the effective flow area to be fig- 
ured for a 34-inch compression connection is .12 
and .18 for a %-inch. 

full area must be used. 


For a gate valve connection 

Knowing the total number 
of outlets, it is a simple matter to add them up and 
to size the pipes accordingly, as on risers and short 
runs at low velocities the frictional drop can be 
practically disregarded. One error frequently made 
in sizing supply pipes is in using the nominal instead 
of the actual diameters and areas, and another is 
using the old “rule of thumb” that doubling the 
diameter increases its capacity four times. Doub- 
ling the diameter does increase the area four times, 
but it only doubles the inside circumference, called 
the “‘wetted perimeter,” and it is the relation be- 
tween this and the area which determines much of 
the frictional resistance to flow. Therefore, instead 
of pipe capacities being to each other as the squares 
of their diameters, their relation is as the square 
root of the fifth power, or instead of 1 to 4, it will 
be about 1 to 5.7, at least in the sizes of pipes we 
have to deal with in plumbing a building. Adher- 
ence to use of these proportions will give ample 
flow, without undue drop in pressure, and the pipe 
sizes generally will be much less than as if full 
areas are taken. 

The main supply pipe from which the various 
risers are taken, whether run around the building 
in the basement, or around the top story ceiling, or 
in the clear space under the roof, should be larger 
than proportional requirements so that it can act as 
a drum or header, allowing free pressure distribu- 
tion in each direction. The tank, pump, or street 
pressure connection to it, however, can be smaller 
and of just sufficient size to furnish the required 
supply at times of peak load. The lateral branch 
to each riser should grade back to the drum, each 
branch should be valved and tagged, and it is also 
good practice to make these branches one size larger 
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than the riser lines. If supply is from a city main, 
arrangement should be made for storage of a small 
supply to tide over possible shut-offs to the neigh- 
borhood, or a nearby fire, which might drain the 
supply by suction. A gate valve and an efficient 
check valve should be provided on the entering main 
and three gate valves and a check valve provided on 
the meter by-pass. 

Unless the source of the supply is of unquestioned 
character, a battery of filters should be installed. 
The most satisfactory type for hospital use is the 
gravity sand and quartz filter with a_ reversible 
washing arrangement. These filters can be so in- 
stalled that they can be cut in when needed, and in 
battery so that any one may be cut out of service for 
washing or repair without affecting the others. 

The hot water supply of a hospital is usually main- 
tained at a higher temperature than for other classes 
of buildings and as precipitation is more active in 
such a case, brass pipe will probably be used, prefer- 
ably U. S. Government Class A pipe with Navy 
Standard fittings. In high-temperature hot water 
service there is much strain on joints, owing to ex- 
treme expansion and contraction, and ordinary brass 
fittings are likely to deform and strip threads. Navy 
Standard fittings are designed to prevent this and 
have been found entirely satisfactory in high grade 
work. In passing, it is interesting to know that cast 
iron is not subject to the same limitations as wrought 
iron or steel in water supply work, and there are 
many instances where, to save expense, uncoated cast 
iron fittings have been used with brass pipe and are 
apparently satisfactory. 

Cold Water Supply. Need for the best non-cor 
rosive pipe for cold water supply is not generally 
so pronounced, although deemed necessary in cer- 
tain sections; but it is well to consider the desira 
bility of its use for all riser lines and concealed 
piping, at least. Genuine galvanized wrought iror 
pipe may well be used for exposed main piping and 
headers, as it can readily he repaired or replaced 
when the need arises, and in the larger pipes the 
difference in cost would seem to justify such con- 
struction. Any pipe added to the water sterilizer 
outlet must be glass, glass lined, or block tin. 

Soil and Waste. Too much care cannot be given 
to the soil, waste and sewer installation. 
ture trap should be self-cleansing, 
direction should be made with what are termed 
“long-turn fittings,” and the sizes should be as small 
as possible consistent with fixture waste require 
ments so as to be self-scouring. 


very fix 
all changes in 


In the absence of 
any local plumbing code, the work should be done 
in accordance with the accepted requirements of the 
so-called “Hoover Code.” A full vented plumbing 
system is desirable in any building, but in a hospital 
structure it is a necessity, and even added relief 
vents may well be used. The sewer and house drain 
generally will, of course, be of extra heavy cast iron 
soil pipe with lead calked joints, but there is some 
leeway in the selection of the kind of pipe for the 
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stacks and branches. The use of standard weight 
galvanized steel or wrought iron pipe has been quite 
general, since it advantages of fewer 
joints, better finish and less space occupied by pipes 
in walls, chases and bulkheads; but the almost uni- 
versal use of concrete as a floor slab and skin wall 
material has brought into question its effective life 
in the building, due to possible corrosion from con- 
tact with that material. Acids are also used in hos- 
pital work in the laboratory and to a limited extent 
in the nursing service rooms and elsewhere, and as 
steel pipe is very susceptible to injury by certain 
Extra 
heavy cast iron soil pipe is also subject to corrosion, 
but in a more limited way owing to its granular 
structure. 


pt yssesses 


acids, interior pipe corrosion may ensue. 


In some cities it is a requirement that all 
sewage from a hospital unit or group must pass 
through a disinfecting chamber, and it is a question 
as to whether it should not be done whether required 
or not. Such a chamber can be easily provided in 
the shape of a concrete flush tank of suitable capac- 
ity, arranged to receive and retain the sewage the 
while an automatic feeder applies the proper solution 
at intervals, and then periodically flushing it out into 
the sewers by means of an automatic sewage siphon. 
In addition to the usual toilet and bath 
fixtures of a hospital, which are usually of the stand- 
ard types used elsewhere, there are many special fix- 


F ix ures. 


tures for the surgeons’ or nurses’ special require- 
ments and several used in special treatments. Equip- 
ment for both main and diet kitchens, and laundry 
equipment too, are what might be specified in hotel 
work, except that the laundry will be equipped with 
disinfector, and there should be additional and posi- 
tive dish sterilizers in the kitchen and pantry instead 
of relying on the hot water in a mechanical dish 
washer. The usual laundry sterilizer equipment is 
of the rectangular type. 

Sterilizers. 
lizers used for dressings, but additional ‘‘autoclaves,” 


Not only are steam pressure steri- 


as they are called, are used for utensils and instru- 
ments. They may be operated by gas or electricity, 
but steam is preferable in all cases where a high- 
pressure boiler system is in service in the building 
at all hours of the day and night. If this depend- 
able supply of pressure steam from the boiler is not 
Autoclaves 
for dressings are either part of the main battery in 


available, the use of electricity is usual. 


the sterilizing room between the operating rooms, or, 
in larger hospitals, in the nurses’ work rooms. In- 
strument and utensil sterilizers may be of either the 
The most 
advanced pressure steam sterilizers are of the con- 
cealed wall type. The number, size, type and loca- 
tion of sterilizers are important to the architect in 
planning for their connections. 


open boiling type or of the pressure type. 


Water sterilizers in the sterilizing room will vary 


in size according to the demands and size of the hos- 
pital 
l-gallon still is satisfactory for hospitals of up to 
Thirty-five or 50-gallon sterilizers 


A pair of 15-gallon water sterilizers with a 


15 or 20 beds. 
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with a 4-quart still are suitable for hospitals of from 
50 to 100 beds. Utility rooms should have a small 
portable electric instrument sterilizer for treatment 
work. They should also be provided with apparatus 
for emptying and cleansing bed pans. The open 
hopper sink for bed pans is being discarded in favor 
of the bed pan washer and sterilizer. With all steri- 
lizing apparatus great care must be taken to avoid 
cross connections which may cause polution of the 
water supply or contamination that will cause post- 
operative infections. Water supply lines must be so 
arranged that water from them cannot siphon back 
into the water supply in case the pressure is taken 
off while the supply valve is open or leaky. The 
water supply to sterilizers should be by gravity from 
a special tank with an elevated ball cock arranged to 
have the supply to it discharge above the water line 
so that siphonage is impossible. 

Sinks and Lavatories. In addition to sterilizing 
apparatus, each nursing service room should be pro- 
vided with a slop sink with full 3-inch trap way, 
a service sink, and a pack sink. The service sink is 
for handling icebags, hot water bags, utensils and 
similar work, and the pack sink is for preparation of 
hot and cold wet packs for patients. A 22-inch x 
36-inch sink 10 or 12 inches deep will answer for 
either of them, and quite frequently a double fixture 
is used. It is also wise to provide a special nurses’ 
wash-up lavatory with the water supply control 
through a mixing box operated by elbows, knees or 
by foot pedals. Such a fixture enables the nurse to 
thoroughly cleanse and sterilize her hands without 
soiling them again by touching the faucets to shut 
the water off, and in making ready to handle and 
dress open wounds even the remote possibility of in- 
fection from the valve handles must be avoided. 

Other special fixtures are the babies’ bath in the 
nursery service room, a plaster sink with a special 
plaster-intercepting trap in the cast room, and 
“straddle stands” in venereal treatment rooms. The 
water supply to these latter fixtures must always be 
taken from a special gravity tank for obvious rea- 
sons, and surgeons’ wash-up lavatories should also 
be provided in the rooms. Post-mortem and morgue 
tables are sometimes provided with a sewer connec- 
tion, but it is considered better practice to discharge 
them over a trapped and vented floor drain. Floor 
drains may also be installed in nursing service rooms 
and where floors are expected to be washed down 
with a hose, and all floor drains should be of the 
flushing-rim, flush-valve-operated type. A sewer- 
connected floor drain or other sewer-connected fix- 
ture should never be put in an operating. room on 
account of the possibility, however remote, of back 
pressure’s blowing the seal during an operation. 

Some hospitals maintain hydrotherapeutic sections 
for the giving of percussion treatments, Scotch 
douches, and kidney and liver spray baths. Such 
equipment, consisting of control table, shower, needle 
and sitz baths, and the continuous-flow baths so much 
used in mental cases, may be had in many forms. 








BUSINESS RELATIONS WITH HOSPITAL BUILDING COMMITTEES 


BY 


C. STANLEY TAYLOR 


HE development of a hospital project brings 

the architect into contact with a hydra-headed 
client,—many heads, each thinking independently and 
each demanding consideration of its own problems 
on the part of the architect. There is no single 
responsible client in institutional building problems, 
and the architect who engages in this form of work 
soon finds that he must develop in his dealings with 
this composite type of client a technique somewhat 
different from what he customarily employs in ordi- 
nary domestic work or in the development of an in- 
vestment or business structure which is dominated 
by a single individual whose authority is complete. 
This body with many heads must not be confused 
with the hydra-headed monster of mythology, for it 
is composed of a group of very normal human be- 
ings. The complexity of the architect’s business re- 
lations may be somewhat increased, and he may find it 
more difficult to establish a division of responsibility. 
We cannot speak of a typical hospital building 
committee with any more precision than we can speak 
of a typical man, but nevertheless, it is possible to 
broadly define the composition of the usual or normal 
hospital building committee. Its membership varies 
in size from three to five hand-picked members (the 
ideal committee) to a conglomerate body of from 
50 to 100 individuals who have been organized rather 
heedlessly under the misconception that the, greater 
the number the more funds for the project and the 
more ideas from which to derive a perfect hospital 
structure. Usually the membership includes one or 
more laymen selected for their business acumen and 
knowledge of finance ; a small group of public spirited 
citizens, who are included because of their willing- 
ness to devote time to any public welfare enterprise, 
or who may be important for local social or political 
reasons: one or more members of the medical staff ; 
and usually the hospital superintendent or some rep- 
resentative from the executive staff. In addition, the 
hospital committee may have a hospital consultant as 
its technical adviser. Out of this group there usually 
evolves a small active sub-committee that does most 
of the work, and this sub-committee almost inevi- 
tably will include a member of the medical staff, a 
member of the executive staff, and a business repre- 
sentative of the board of directors. 
This latter individual may be put on the active com- 
mittee to control finances,—which is highly desirable. 
Unless a hospital project has its genesis in an 
unexpected endowment, the first problem of the 
building committee is to establish a budget covering 
the necessary construction and development expenses. 
The budget must be predicated on a knowledge of 
what the hospital requirements of the community 
may be, and this involves a determination of the type 
of hospital building, its size, layout, and the nature 


governors or 


of its accommodations and equipment. Frequently 
the architect is not engaged in time to render much 
needed advice during this preliminary stage, with the 
result that an inadequate budget is often established, 
or else the committee ultimately raises funds for a 
building which is not well adapted to the actual re- 
quirements. This situation usually necessitates re- 
planning and re-budgeting the project in a manner 
which may be quite contrary to the contributors’ ex- 
pectations. The next step involves raising funds for 
the hospital, and this is of utmost importance to the 
architect, since once the funds are raised it is ex- 
ceedingly difficult to get additional money to meet 
unexpected contingencies or an over-run on building 
costs. Secondly, if the financial campaign is unsuc- 
cessful, the entire budget and the preliminary plans 
must be revamped to accord with the money available. 

When financial matters are settled, the building 
committee turns more definitely to the solution of 
many technical problems involved in the actual de 
sign of the desired structure, and at this stage the 
services of the architect and the hospital consultant 
are fully appreciated and are drawn upon heavily. 
The committee has an important problem within its 
own body to correlate and adjust the frequently con- 
flicting ideas of its several members,—-a problem of 
no mean importance, in which the experienced archi- 
tect must display extraordinary tact, a sound know! 
edge of hospital design and construction, and a 
measure of firmness which is founded upon confi 
dence in his own competence. Subsequently, out of 
this mass of problems there emerges a definite build- 
ing plan and construction program, and the com 
mittee faces its final problems of contracting for the 
work and supervising construction. At this stage the 
intelligent building committee desires relief from the 
responsibility of construction supervision, but, un 
fortunately, the work then being in tangible form, 
the committee usually undertakes personal super- 
vision to a degree which amounts to actual inter- 
ference with the architect’s proper work. 

Upon the architect and his colleague, the hospital 
consultant, there devolves the critically important 
problem of correlating the interests of the building 
committee. By keeping the various points of view 
constantly in mind and conforming in all of his con 
tacts to the points of view of the individual members 
with whom he is dealing for the moment, the archi- 
tect can make substantial and avoid the 
difficulties which usually arise when the professional 
adviser “takes sides” with one or 
in a composite body of this sort. 


pré yTeSS 


another element 
This thought ap- 
plies to the procurement of architectural commissions 
during contacts or solicitations with the various mem- 
bers of the newly formed building committee, as well 
as to dealings after the commission has been secured. 
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Before important decisions are reached, it is essen- 
tial that the building committee function as a unit 


] 


and become a homogeneous body working harmon 


iously toward a definite objective. No contracts can 
be signed and no permanent decisions reached if five 
or six minds are working in as many different direc- 
tions. Theoretically, perhaps, the architect is not 
there- 
fore, does not necessarily face the problem of weld- 


the chairman of the building committee and, 


ing the committee into a smoothly working unit, but 
his technical training and his knowledge of the prob- 
lem to be encountered logically equip him to assist in 
this work. One effective method of accomplishing 
this result is to frankly make the building committee 
itself appreciate its normal divisions of interest and 
with 
the 
medical point of view; and with the rest of the com- 


to openly deal with certain members on costs ; 
other members on plan and equipment from 
mittee on the practical problems which relate to opera- 
tion and maintenance. The architect, by thus dividing 
the committee, must himself assume the responsibility 
for adjusting conflicting requirements, but he is 
equipped to do this work better than anyone else, un 
less it be the hospital consultant 

To digress for a moment, it may be worth while to 
consider the architect’s relation with a hospital con 
sultant employed directly by the committee. There 
are a number of architectural offices which have han- 
dled hospital. projects in sufficient number to have 
hecome thoroughly qualified to serve a hospital build- 
ing committee without the aid of a specialist as con- 
sultant. Such an organization has at least one indi 
vidual on the staff who is conversant with all types 
of hospital food service systems, with the latest ad 
vances in medical and surgical equipment, and with 
the detailed problems of hospital operation and man- 
agement. Such individuals are rare, and usually 
sooner or later they branch out as hospital consultants 


on their own account, for it must be recognized that 


hospital planning is a complex science that has 
reached the state of development where it requires 
intensive studv and intimate knowledge of the al 
most daily developments in hospital practice. Lack 


ing such an individual in the architect's organization, 
the best interests of both the chent and the architect 
ire served by recommending the employment of a 
qualified individual to serve in a consulting capacity. 
lhe consultant should be chosen only with the archi 
tect’s approval and codperation. It is the function of 
a hospital consultant to know the merits and demerits 
of every alternative arrangement and of every item 
of equipment down to the last detail of hardware. 
lhe 


saves himself a great deal of 


architect working with a competent consultant 


expense and time in 
developing an efficient plan and proper specifications, 
and he in no wise impairs his professional standing 
hy recommending the employment of a_ specialist. 

Returning again to the building committee, there 
are several matters to which the architect should pay 
to be avoided 


The first 


particular attention if difficulties are 
a pleasant relationship maintained. 


and 
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principle of good management in building projects is 
to arrive at a settlement of every conceivable prob- 
lem before the client is committed to an actual con- 
struction contract. The architect, therefore, should 
prepare his preliminary drawings with exceptional 
care and carry them to considerable detail in their 
final stages before asking approval preparatory to 
starting working drawings and specifications. Sim- 
ilarly, the preliminary drawings should be accom 
panied by outline specifications in which every item 
of material is brought up for discussion with the 
building commitee and a written record retained of 
the 
recommendations. The preliminary studies and spec- 


its approvals and disapprovals of architect's 
ifications should finally be accompanied by estimates 
prepared by competent builders, estimates which are 
likewise submitted to the committee for study in 
order that every precaution may be taken to prevent 
fourth detail 
of almost equal importance is to insist that the build- 


an over-run in construction costs. A 


ing committee submit the preliminary plans to a com- 
petent insurance broker or direct to an insurance 
rating bureau for the purpose of obtaining recom- 
mendations which may reduce insurance rates. 
\fter the working drawings and final specifications 
are completed, it is advisable to submit these also to 
the building committee, and to make a careful check 
of the final documents with the approved preliminary 
drawings and specifications in order to demonstrate 
that the architect has not deviated from his instruc- 
tions or exceeded his authority in a manner which 
might subsequently result in increased cost which the 
committee has not had an opportunity to approve. 
These precautions will simplify. the always trouble 
some problem of opening bids and completing con 
struction contracts. So long as the building committee 
is completely informed of every step of the work 
being done by the architect and is required to express 
approval of his actions wherever they relate to mate 
rials or costs, there can be no loss of confidence in 
the architect’s capacity or integrity. If the committee 
is left ignorant of many such details, and if the cost 
subsequently exceeds its expectations, it inevitably 
the 
petence, regardless of the care he has exercised to 


blames architect for extravagance or incom 
protect the committee's interests. 

In the final stages of actual construction work, the 
the 


written approval of the building committee for every 


architect should exercise equal care tc obtain 
change in the plans or specifications which affects the 
contract price by either an increase or a decrease in 
cost. This is necessary for the protection of the 
architect and the contractor, as well as to protect 
the committee from committing itself to an expendi- 
ture It is equally 
important to impress upon the committee that it has 
no right or authority to deal directly with the con- 
tractor or to 


for which there are no funds. 


make criticisms or changes except 


through the architect. A clean-cut division of respon- 
between 


sibilities the committee, the architect, the 


consultant and builder, will simplify the work of all. 
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NATCO BARS 
DISSATISFACTION 


Ave? to go right from start to 
finish—to stay right year after 


year in service—needs Natco, the 
Complete Line of Hollow Building 
Tile. ‘The varied Natco products fill 
every building need. Here are a few. 


Natco DovusLe SHELL Loap 
Bearinc TILe for stuccoed 
structures. It bonds tightly 
with stucco on one face, plaster 
on the other. No warping, rot- 
ting, or rusting; the stucco 
sticks. 


Natco Heaper BAcKER AND 
Natco UnIBACKER for brick 
faced structures. They save 
dead load, labor, mortar, and 
time—provide so intimate a 
bond that full bearing value is 
allowed on the total thickness 
of the wall. 


Natco Tex-TI1LeE anp Natco 
ComBED Face for finished face 
structures. Available in at- 
tractive shades for laying up 
an insulated, load bearing wall. 


Natco VirritiLe for finished 
interiors. A sanitary, beauti- 
ful tile, with one or both faces 
glazed, for interior load bearing 
walls and partitions. (Also 
furnished kerfed, or split for 
furring.) Easy to clean. 


NATCO 


NATIONAL FIRE 
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The wall illustrated is built of 
Natco Tex-Tile, a hollow build- 
ing tile with a texture face as 
beautiful as the finest tapestry 
brick, and furnished ina range 
of attractive shades. Natco Tex- 
Tile walls are strong, self-in- 
sulated, moisture resisting, re- 
quire no painting, repairs or 
maintenance, are unaffected by 
the elements, are permanently 
attractive and permanently 
satisfactory. 


pi he 00 I RI Re 


Natco assures dependable deliveries 
—a responsibility that does not quib- 
ble or compromise—speedy, econ- 
omical construction—a long span of 
completely satisfactory service. In 
construction as in use, Natco bars dis- 
satisfaction. 


General Offices: Fulton Building, Pittsburgh, Pa. 
Branch Offices: New York, Flatiron Bldg; Chicago, Build- 
ers Building; Philadelphia, Land Title Bldg; 
Boston, Textile Bldg. 

In Canada: National Fireproofing Co. of Canada, Ltd., 
Toronto, Ontario 


NATCO 
















-PR@FING: COMPANY 








HOLLOW 
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erent IS UTTLIING TILI= 
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SAFETY and SANITATION 
in HOSPITAL BUILDINGS 
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DOUBLE-HUNG AND ee 
COUNTERBALANCED PROJECTED DONOVAN ASEM 








DAYLIGHT AND VENTILATION: The ideal window for private 

rooms, solariums, operating rooms, laboratories, or any other hospital use is 

found among the various types of Truscon Steel Windows. Besides pro- 
viding ample daylighting and ventilation, their steel construction insures 
the fire protection and sanitation so essential to hospitals. Truscon 
Window Specialists will gladly suggest methods of solving any problem. 


FIREPROOF FLOOR CONSTRUCTION: For hospitals, Truscon 
Steel Joists provide fire-proof floor construction which is simply, 
quickly and economically installed. Soundproofness, sanitation 
and permanence are other advantages. Truscon provides both 
open truss and plate girder steel joists to meet every practical con- 
dition. Suggestions, estimates and literature are sent on request. 


CRACKLESS ,PLASTER WORK: Metal Lath thoroughly rein- 

forces the plaster against cracks and protects against fire. Truscon 1-A 
Lath is an ideal plaster base because of its perfect key and rigidity. The 
Truscon Metal Lath Line is complete, including 1-A and 2-A Lath, %8” 

and 34” Hy-Rib, Diamond Lath, Cornerite, Corner Beads and accessories— 
stocked in our warehouses in distributing centers and by dealers everywhere. 


Truscon Engineers in principal cities will cooperate with architects in any way desired 


TRUSCON STEEL COMPANY, YOUNGSTOWN, OHIO 


Warehouses and Offices in All Principal Cities 


¢ - -~ a 
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OPEN-TRUSS JOIST LA METAL LATH PLATE GIRDER JOIST 
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Not only do we place tapered concrete piles for 
such work as pictured, but if desired we will 
install the concrete foundations. We specialize 
in (1) Concrete Piles and (2) Concrete Work of 
any unusual nature, such as heavy monolithic 
foundations, docks, bridges, etc. 


RAYMOND CONCRETE PILE COMPANY 
New York, 140 Cedar St. CAST IN PLACE PILES| Raymond Concrete Pile Co., Ltd. 
Chicago, 111 W. Monroe St. Cow veer nanan: Sama 


, PRE gl My LES Branches in Principal Cities 


“A form for every pile _ 
Apile for every purpose 


BUILDING FOUNDATIONS 

BULKHEADS AND DOCKS 

UNDERPINNING ETC. 
BRIDGES 
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KEWANEE 
STEEL 39ILERS 


Equally Efficient 
with Coal or Oil 


If you intend to burn oil in a boiler, three things are vital: Un- 
impeded Circulation—a High Firebox —and Great Strength. 














Oil produces a quick, hot fire: Free and Rapid Circulation 
iS necesssary in order that the heat may be absorbed by 
the water: Burning oil requires lots of air—demanding 
a firebox of generous proportions. And naturally the 
sudden temperature changes from burning oil put 
unusual stress on the firebox—so Great Strength 
is needed. 
The water tube grate 
and header is built into 
Kewanee Smokeless Boilers 
in the high temperature zone 
of the firebox directly above 
the oil burner. The pumping 
action furnished by the rapid 
formation of steam in these tubes 
causes forced circulation of the whole 
large waterways. This circulation sweeps 
the steam bubbles from the heating surfaces 
and thus maintains the most effective con- 
dition for the transfer of heat. 


All of these essentials are provided by Ke- 
wanee desig'n and steel riveted construction. 


Ask for special data on burning 
oil in Kewanee Boilers 





KEWANEE BOILER CORPORATION 


Kewanee, Illinois Branches in 40 Principal Cities 


STEEL HEATING BOILERS RADIATORS WATER HEATERS 
TANKS AND WATER HEATING GARBAGE BURNERS 
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The beautiful new Vento equipped 
Library of the Harvard Law Clhool 
Architects: Coolidge, Shepley, Bulfinch 
and Abbott, Boston, Mass. 
Engineers: Densmore, Le Clear & 
Robbins, Boston, Mass. 
Job: The Library of Harvard Law 
School, Harvard University, 
Cambridge, Mass. 
Blower Company: B. F. Sturtevant 
Company 
Heating Contractor: Jas. S. Cassidy, 
; Cambridge, Mass. 
Square Feet of Vento, 11,579 























A representative section 
of a Vento Heating 


“" |nstitution Chooses 


A World-Famous 


VENTO HEATERS 


HAT led the engineers for Harvard 

Law School to choose Vento Heaters 
for its splendid new library? Nothing else 
but the desire for the best heating equip- 
ment available at reasonable cost! 


And it is for this reason that dozens 
of America’s finest buildings are similarly 
equipped with Vento Cast Iron Heaters. 


After all, there is no substitute for quality 
and performance. And when these two 
factors are joined to fair prices and life- 


time wear, no argument can stand 
against them. 
Cc 


Consider: Vento Heaters are absolutely 
correct in principle: they are built with 
infinite care to last as long as the build- 
ing. Yet comparative bids show the net 
installed cost in most instances to be in 
favor of Vento. 


Know more about Vento Heaters. Send 
today for our revised edition of engineers’ 
data applying to this superior equipment. 


AMERICAN RADIATOR (COMPANY 


816-820 S. MICHIGAN AVE. 


_ 


VENTO DEPT. V-312 





— ~ — 





CHICAGO, ILL. 
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Natural air cur- 
rents siphon 
out stale air 





— + 


Fresh air 
enters room 





Sanitary 
at! sloping sill 
*% excludes dust 


CONTROLLED 
VENTILATION 


| eon Combination Casements set a new high 
standard of natural ventilation in multi-story 
buildings. The controlled ventilation and abun- 
dance of fresh air they provide give real comfort 
to building occupants. 

The projected ventilator movement, origi- 
nated by Lupton fifteen years ago, has reached the 
maximum efficiency of application in these new 
and perfected windows. 

Already architects and engineers are installing 
these new Lupton Combination Casements in 
many notable office buildings. Send for Catalog 
P-50 which completely describes these windows. 


DAVID LUPTON’S SONS COMPANY 
rer 2207 E. Allegheny Ave., Philadelphia 


; ; 
” 
450 Lupton Combination Casements are Rw in OWS 
being installed in the 31-story Smith- Young 


lower. San Antonio, Texa 1B.G A.M 
tyre irchitects. McKenzie Construction 
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Company. Contractor 
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WESTINGHOUSE ELECTRIC & MANUFACTURING CO., EMERYVILLE, CALIF. 
Bernard J. Prack, Architect and Engineer 


Serton Mec. Corp. 
Chicago, Jl. 





Birp & Son (RooFING MANUFACTURERS ) 
Chicago, Ill. 


A Versatile Floor mmo. 








F , TAT A. C. SPARK PLuG Co. 
Leading elevator manufacturers recommend BLOXONEND Ansesrnowc Coax Co. 
FLOORING for freight elevators; nationally known industrials an Co. 
. * . AARMOUR & OMPANY 
use it on factory areas; prominent school CM. & St. P. Ry. 
architects specify it for shops and gymna- wines Rengine Post 
. 5 , “Dees CONDE-NAST PUBLICATIONS 
siums. Its end-grain surface resists wear DPesses on Waser Co 
indefinitely and stays smooth. Inher- Hos. A. Epison, Inc. 
ntlv ssilie le: . jorless. dustless Great A. & P. Tea Co. 
ently resi 1ent, clean, odor ess, ustless Gaweeat, Evecreic Co. 
and sliver-proof, BLOXONEND Hearst PUBLICATIONS 
akes the ideal ff - f all surfaces Hoover COMPANY 
makes the 1dea oor Tor a SUI aces INTERNATIONAL SHOE Co. 
exposed to trucking or excessive foot- Link Bett Company 
was a Pe RAGE Dee’. re New Departure Mec. Co 
wear. Write for specifications and ~ ae gg tee aig 
sample. NATIONAL LAMP Works 
NATIONAL TEA Co. 
Carter Bloxonend Flooring Co. ogo gy -teecedhony 
Kansas City, Missouri Viscose COMPANY 








fr 





Branch offices in leading cities—See Sweet's ~ 


BLOX- -“END 


FLO ORI NG Lays Smooth 


Bloxonend is made of Southern Pine S tays Sm ooth 






with the tough end grain up. It comes 
in 8 ft. lengths with the blocks dove- 
tailed endwise onto baseboards 
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ape mecaes of size or type 
of heating installation—the 
Milwaukee Valve Company has 
systems and specialities that 
work economically and efficiently. 

Heating engineers and contrac- 
tors know from experience that 
they can build prestige and make 
profits with Milvaco equipment. 


VS) TRO MYT OBL CH 
from One Manufacturer 





- 


One manufacturer—one guaran- 
tee, means satisfaction to all. 

For 27 years the Milwaukee 
Valve Company has also been 
specializing in the manufacture of 
the unexcelled line of “Milwaukee” 
standard brass valves, packed type 
radiator valves, gate, globe, anzle, 
check valves, etc. 


Write for complete information 
Dept. C. 


‘MILWAUKEE. VAIVE C 


MILWAUKEE,WISCONSIN 





OFFICES IN ALL PRINCIPAL CITIES 


Part Tw: 
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Where hard type floors 


serve best 































Colormix border 
and base 
Jamaica Hospital 


Hospital for Joint Diseases, New York 
Buchman & Kahn, Architects 


FFICIENCY and economy demand hard-type 
floors in certain areas of the modern hospital. 
Colored, hardened COLORMIX concrete floors meet 
these requirements so completely that they have be- 
come a recognized standard for such areas as are 
pictured here. They are recommended by the A.H.A. 
Committee on Floors in their Bulletin No. 47. 


COLORMIX is the original integral colored hardner 
and waterproofer which produces non-absorbent, 
dust-proof surfaces of tile-like beauty, gloss and 
hardness, easily kept clean and sanitary. Nine at- 
tractive colors available at a cost but a few cents a foot 
more than ordinary concrete. 


Typical installations to which you may refer include 
The Hospital for Joint Diseases, N. Y. C.; St. Joseph’s 
Infirmary, Louisville; Glockner Sanitarium, Hot 
Springs; Providence Lying-In Hospital; Asbury Hos- 
pital, Minneapolis; Jewish Hospital, St. Louis; and 
many others. Send for “The Colormix Floor Hand- 
book” in colors and samples of Colormix concrete 


Nurses’ Room free on request. 
Hospital for 
Joint Diseases 


a 


Jamaica Hospital, 

Jamaica, L. L. . 
M. L. and H. G, 
Emery, Architects 





Stairways 
Jamaica Hospital 

















\ pa 


Corridor on service floor 
Hospital for Joint Diseases 





Laundry in Hospital for Joint Diseases 


onstiss Ofeesin., THE MASTER BUILDERS COMPANY, Cleveland, O. — "scipristtClewsiane 


and Irvington, N. J. 


COLORMIX FLOORS 
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You will find 
more complete 
information in 
our Bulletin 67. 
Send for a copy. 


THE NASH ENGINEERING CO 
















Made rugged — 


to give years of low cost operation 


ROM the bronze rotor of the Hytor compressor to the 

heavy arm on the copper ball float, every part of the 
Jennings Sewage Ejector is carefully designed and staunchly 
made. 


Float mechanism is strong and located above sewage level 
check valve hinges are placed in air chambers to keep them 
clean—double disc gate valves are provided at inlet—and 
outlet. The entire unit is compact and sturdy—assuring low 
cost operation for years to come and with a minimum of 
attention. 


For apartment houses, hotels, office buildings or hospitals 
where drainage or sewage must be raised to the street sewer 
level—for municipal work in moving crude sewage from low- 
lying sections—for pumping effluent, sludge, and heavy 
liquids—there is no more reliable apparatus made than this 
Jennings equipment. 


12 WILSON ROAD, SOUTH NORWALK CONN. 


Jennings Pump 
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WORLD’S LARGEST MANUFACTURER OF REFRIGERATORS FOR ALL PURPOSES 











In Every Detai 
As You Would Build It 


eAs an architect you are as much concerned’ with in-built quality as 
with outward beauty. Especially in the case of equipment from which service ot 


such vital importance is required as refrigerators must deliver. 


Inquire where you will, in the field of refrigerator manufacture the name 
which commands instant and undisputed respect is McCray. This prestige and 
position has been won by more than a third-of-a-century — 39 years to be exact — 


devoted to building refrigerators of the highest quality for every business. 


In every hidden detail the McCray is built as you architects would build it. 
Finest materials, expert craftsmanship, soundest methods, everything to insure 


efficient, enduring service. Pure corkboard insulation is used in every McCray. 


Stock models in many sizes and styles to meet all needs in homes, stores, 

markets, hotels, clubs, hospitals, institutions, florist shops. We also build to order 
oo 

to meet individual requirements. Our engineers will prepare blue prints and 


specifications based on your sketches, without obligation. 


Every architect should have our portfolio on refrigeration for his files, as well 


as the current catalogs of our various lines. Send now for your copies. 


McCRAY REFRIGERATOR SALES CORPORATION 
864 Lake St., Kendallville, Indiana 





MECRAY REFRIGERATORS 
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Consult de 
‘Troy Advisory Service 


ENGINEERING AND BUSINESS 


in planning and laying out 
your institutional laundry 


OOK into any Troy-planned, 
Troy-equipped institutional 
laundry and you will see that the 
equipment layout has been suited 
to the work to be done, the space 
available, the location of doors, 
windows and bin space. Linens 
and garments are passed through 
the several laundering processes 
without waste motion—in a di- 
rect line from one operation 
to another. Future expansion, 


also, has been provided for. 


To assist the architect in giving 
these important factors the care 
and expert attention they deserve, 
Troy offers without charge the 
TROY ARCHITECTS’ ADVISORY 
SER VICE—in planning, estimating 
and preparing specifications for 
laundry equipment in any type 
and size of institution. 


Feel free to take advantage of it. 


TROY LAUNDRY MACHINERY CO., INC. 


Chicago «~ New York City «~ San Francisco «~ Seattles~ Boston «+ Los Angeles 
JAMES ARMSTRONG & CO., Ltd. European Agents; London, Paris, Amsterdam, Oslo 
Factories: East Moline, Ill., U.S. A. 


TROY 


LAUNDRY MACHINERY 


Part Tw 





SINCE 1882... THE WORLD’S PIONEER MANUFACTURER of LAUNDRY MACHINERY 


December, 1928 





THE ARCHITECTURAL FORUM 


















































Four Heggie-Simplex Steel Heating Boilers, gas fired, in the Charleston High School, Charleston, W. Va. 


Gas Meters Run Slower 
With These Modern Boilers 


EGGIE-SIMPLEX Boilers having as much as 

38% of their heating surface in the fire box— 
are especially fitted for use with gas. Their rear- 
front-rear flue passage traps what heat has not already 
been absorbed in the combustion chamber. Water 
circulating freely around both the firebox and flues 
transfers heat to the outlet with maximum efficiency. 


Electrically welded of steel, these boilers provide 
the crack-proof protection, essential to automatic 
firing. Designed for easy installation of grates, 
they are readily convertible to use with any fuel. 


Heggie-Simplex Boiler Co., Joliet, Illinois. Representatives in principal cities 
— telephone and address listed under “Heggie-Simplex Boiler Company.” 


HECCIE-SIMPLEX 


ELECTRIC-WELDED STEEL HEATING BOILERS 
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POVUGGGNGDORUHOEOEOCEOHGNOOOOONONOAUORE 


NORTH WESTERN 








DECTUOGERSUGERCUEOODUEOOUEEEOERRCDO ROSEN OOOO , 





Veterans Hospital 
Tucson 


irch Architectur 
Dept., U. S. Veterans Bu 
reau, Washington, D. | 











North Western Metal The very nature of a hospital makes it im- 


perative that its fire preventive efforts be as 


Lath Assures BUILT-IN independent of the human equation as pos- 


Fire 


: sible. Steel-Strengthened walls and ceilings 
Resistance —North Western Metal Lath, in connection 





with 3-coat plastering—provide a Full One 
Hour Fire Safety Rating. Moreover, time little lessens the 
effectiveness of this built-in safety. And its lower cost 
makes it a logical alternative for more expensive, yet no 
more dependable, types of fire- proofing. 











2-InchSolid Partitions 
Save Space 


In addition, solid metal lath and 
plaster partitions are sanitary, 
notably sound- proof, and permit 
of easy remodeling. We are 
glad to furnish specifications for 
this economical form of hospital 








contruction. 





NORTH WESTERN 


1234 OLD COLONY BLDG. 
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METAL LATH 2 











U. S. Veterans Hospital 
Chilli “othe, Ohio 
Arch.—U. S. Quarter 
“Master De “pt. 








Architects having hospital work on their North W estern Metal 
boards are invited to critically inspect the 


ee 3? 
plastering in any of the nationally known Lath Lessens Upkeep, 
institutions in which North Western Metal —Retards Depreciation 


Lath has been used. The marked absence 

of cracks, streaks and other plastering defects 

bespeaks sound judgment on the part of the designer in 

his choice of a plastering base. And the attractive interiors . | 
and economy in decorating and repair costs are of course Wasem Pasi : one 
very satisfactory to the hospital authorities. Arch.—R. A old, 


Metal Lath for Every 
Building Need 


Contained in the North Western 
line you will find the one 
“best” plastering base for the 
work you have in hand. May 
we send you samples, together 
with our Recommended Speci- 
fications? 


EXPANDED METAL Co. 


CHICAGO, U.S.A. 
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In the Hahnneman Hospital and Medical College in 
Philadelphia, you’ll find a four-inch combination pneu- 
matic tube system as shown above. It has the sub-sta- 
tions operated directly from the central pneumatic tube 
stations. It is a Standard Conveyor System operated by 
the Allen-Billmyre Power Unit. An analysis of this 
installation will be sent promptly on request to any re- 
sponsible architect. 


This system is used for carrying chart records, miscel- 
laneous hospital records, letters and medicine in liquid 
and powdered form. Glass containers are whisked hun- 
dreds of feet and gently deposited safe and sound at their 
destination, all in a few seconds. For saving time and 


doing the job efficiently, you can’t go wrong in specifying 
Standard Pneumatic Tube Systems. 


TANDAR}) 


: CONVEYOR COMPANY 





North St. Paul, Minnesota 


New York Office, 420 Lexington Avenue Kansas City Office, 419 Manufacturers’ Ex. Bidg 
Chicago Office, 549 West Washington Street Milwaukee Office, 209 Wisconsin Avenue 
Philadelphia Office, 3110 Market Street Los Angeles Office, 335 So. San Pedro St 
Cleveland Office, 1108 Hippodrome Building Seattle Office, 321 Lumber Exchange 

Buffalo Office, 908 Ellicott Square Charlotte Office, 301 Builders Bldg 


Combining s | 
caifeful handling 









Double Door Overshot Terminal, Vacuum. 
Used at either initial or intermediate stations 
when silent delivery of carrier is required. 
214-in., 3-in. and 4-in. 
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Adopted as standard 
by the leading 


sterilizer manufacturers 


WO YEARS AGO Webster announced Series “78” fully Thermo- 
static traps.for apparatus using “process steam” at 10 to 100 
Ibs. pressure. 


It was pointed out that maximum efficiency of such equipment 
depended upon, first, complete discharge of water of condensa- 
tion; next and most important, complete discharge of air. Webster 
Series “78” Traps perform both these functions quickly, auto 
matically and continuously. 

During the past two-years, Webster Series “78” Traps have been 
put through exhaustive tests by the leading sterilizer manufacturers 
and found so superior to the older methods of condensation and 
air removal that they are now widely used in outstanding steri- 
lizer installations. 

To assure your clients of the improved performance resulting from 
sterilizers equipped with Webster Series “78” Traps your speci- 
fications should read in part: “Provide a separate Webster Series 
“78” Trap or equal on each sterilizer unit to automatically and 
continuously discharge air and condensation from the steam 
compartment.” 

If complete data on the Webster Series “78” Trap would interest 
you fill in and mail the Coupon below. 


Warren Webster & Company 


Pioneers of the Vacuum System of Steam Heating 
Camden, N. J. 52 U.S. Branch Offices 





Warren Webster & Company, Camden, New Jersey 


Please send Bulletin 1200-A giving facts regarding Webster Series “478” 


for users of process steam. 


NAME. a 


STREET ae 





sane ‘eaniain Crry— 


FORUM 


Sterilizer Installations in 
these hospitals are equipped 
with Webster Series 
“78” Traps 


Baby Hospital, Oakland, Cal 

Mercy Hospital, Buffalo, N. Y 
Georgetowty Univ. Hospital, ' 
Methodist Hospital, Dalla Tex 

Ortawa Gen. Hospital, Orrawa, ¢ 
Cleveland Clinic Hospital, ¢ 

Beth Israel Hospital, New York 
Columbia Presbyterian Hospita! 

French Hospital, New York ¢ 

St. Mark’s Hospital, New York 

Ontario Hospital, Orillia, Ont 

W.C.A. Hospital, Jamestowr 

Strong Memorial Hospital, R 

Crouse Irving Hospital, Syra 

Hurley Hospital, Flint, Mict 

Allentown Hospital Associati A lle 
Marietta Memorial Hospital, Marietta, O 
Glenridge Sanitarium, Schenectady, N. Y 
Worcester City Hospital, Worcester, M 
Lee Homeopathic Hospital 


AF—12-28 


een 
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STERILIZERS 


















































Recent Installations: 


When you are writing plumbing specifications 
for a hospital, let us then help you with the 


sterilizers. 


We shall gladly show you what our help is 


like if you 


Montreal General Hospital, 
Montreal, Que. 
The Woman's & Children's Hospital, 
Chicago, Hl. 
City Hospital, 
Worcester, Mass. 
Bethesda Hospital, 
St. Paul, Minn. 
Providence Infirmary, 
Mobile, Alabama 
City Receiving Hospital, 
Los Angeles, Cal. 
Grady Hospital, 
Atlanta, Ga. 
St. Barnabas Hospital, 
Portland, Maine 
Children’s Hospital, 
Winnipeg, Manitoba 
Haywood County Hospital, 
Waynesville, N.C. 
Rex Hospital, 
Raleigh, N. C. 
Mercy Hospital, 
Valley City, N. Dakota 
St. Mary's Hospital 
Inverness, Nova Scotia 
Ohio State University, 
Columbus, Ohio 
General Hospital, 
Rochester, N. Y. 


will sign your name opposite. 


Consultation on Hospital 
Sterilizing Room Layout 


Perhaps we can help you with the 
sterilizer layout in a new hospital. Our 
experts are at your service if you wish. 
They are experienced in all sorts of ster- 
ilizer installations and can offer practical 
help in solving some of the ticklish prob- 
lems that are bound to come up in laying 
out an operating suite. 

Selection of sizes, location of inter- 
relating units, specifications—are all mat- 
ters on which we offer competent counse| 
without assuming any duties which are 
rightly others. 


CAST LE 


World’ s Largest Makers of Sterilizers for Hospitals, Physicians, etc. 











December, 1928 THE ARCHITECTURAL FORUM 





CASTER STERILIZERS 




















Kingineering Service on : 
Sterilizer Installations 


Recent Installations: 


Columbia Hospital, 
Astoria, Oregon 
Doernbecker Hospital, 


° ~ one Portland, Oregon 
Hospital Sterilizers must be planned Polyclinic Hospital, 
before contracts are let, though the actual ine 
meee Memorial Hospital, , 
sterilizer contract may be a separate later . oe el 
‘ . » . utterwort ospital, 
matter. The plumbing and steam fitting Grand Rapids, Mich. 
- e —" ° City Receiving Hospital, 
specifications must be definitely correct in Detroit, Mich. 
: is es ee Baby Hospital, 
their sterilizer provisions at the very cee Oakland, Calif. 
—_ G getown University Hospital, 
outset. serge Washington, D.C. 
° ° ° . St M ial Hospital, 4 
Help in making these is part of Castle rome ‘Rochester, N.Y. 
engineering service. Our men are on call ee 
to deliver plans and specifications showing Methodist Heopital, | 
all roughing-in requirements for plumber, Hurley Hospital, 
; er ran Flint, Mich. 
steam fitter and electrician. These work- Cleveland Clinic Hospital, 
. 1 . ° od Cleveland, Ohio 
y ¥: ys » ge req nee. >y". : 
ing drawings are correct according to ster si tiene tenn. 
ilizer requirements and meet the strictest Baltimore, Md. 
. P on : : Mass. General Hospital, 
codes of sanitation. 


Boston, Mass. 


Wilmot Castle Co., Rochester, N. Y. 


You may send the data which concerns archi- 
tects to: 


CAS T LI 


1209 University Avenue Rochester, New York 





AAJ 
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No. 51 of a series of advertisements featuring prominent laundry installations 








e timmen iumbia-Presbyterian Hospital, New York City Its multi 
wilding was designed in collaboration with the engineers of 
imerican Laundry Machinery Company 


This multi-story laundry is 


different from present-day 
laundry design 


RCHITECTS frequently 
have occasion to consult 
American Laundry Machinery 
Company engineers in working 
out unusual problems in the de- 
sign of institutional laundries. 
Take the Columbia-Presbyterian 
Hospital, for example, at New 
York City—a medical center with 
a tremendous weekly tonnage of 
soiled linens 
How the laundry problem was 
solved so satisfactorily for this 
great institution is an interesting 
story. The laundry is housed in a 





° « ° F ‘rom this top-floor « ym, Columbia-Presbyterian Hospital’s enormous weekly 
separate building, ot multi-story wash is gravity-chuted to the finishing equipment on the floors below. Have us 

. ¥ a ws send you photogra and blue prints of this unique “American” installation 
design. The work is  gravity- 


routed, from top-floor washroom 

to bottom-floor finishing department. And, as_ varied experience with every kind of insti- 

you can readily understand, gravity holds tutional laundry, can give you counsel and 

operating costs down, too! suggestions that will be valuable to you. 
“American” engineers, in the light of their Their services are at your. disposal, any time. 





THE AMERICAN LAUNDRY-MACHINERY CO., Norwood Station, CINCINNATI, OHIO 


rHE CANADIAN LAUNDRY. MACHINERY.CO., LTD 


47-93 Sterling Road, Toronto 3, Ont., Canada 
BRITISH-AMERICAN LAUNDRY MACHINERY CO., LTD 
Underhill St., Camden Town, London, N.W. 1, England 
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Home of J. H. Shreve at Cincinnati, Ohio. Masonite Insulating Lath was used to insure 
bermanent freedom from plaster cracks and to provide protection from heat and cold 


Modern plaster finish 
needs Masonite Insulating Lath 
for permanence 


HE beauty of modern interiors 

is permanent when plaster fin- 
ish is applied on Masonite Insulat- 
ing Lath. For a Masonite plaster 
base insures freedom from unsightly 
cracks and lath marks. 


Masonite holds plaster with a 


grip of 1000 pounds or more per 
square foot. 


And while it gives permanence 
to the interior beauty, it also gives 
enduring satisfaction, because of the 
way it insulates and deadens sound. 


Write today for a sample of 
Masonite and Book of Specifications 
and Details. 

MASONITE CORPORATION 


Dept. 6128, 111 W. Washington St., Chicago, Illinois 
Mills: Laurel, Mississippi 











STRUCTU RAL INSULATION 


Made by the makers of MASONITE PRESDWOOD 





M. F.Co. 
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Take the Kitchen 


>> with 
































The Van Kitchen of the Hotel Baker, St. Charles, Illinois, 


is simple, sturdy and efficient, capable of serving capacity 


business of the hotel without strain . 


of space and equipment. 


- + yet witha minimum 





OMPLETING the 

hook-up of Van Coffee 
Urns on an urn stand. This 
Van Craftsman is typical of 
the superior workmen who 
have built into Van Equip- 
ment the calibre that has 
made it nationally respected 
and Nowhere 
will you find a more skilled 
or thorough 


preferred. 


organization. 
Their work is their pride. 
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roblem” off Your 
VAN Equipment 


EMEMBER one thing about kitchens in the beginning, 
and you can forget most things about them from that 
time on --- Specify Van Equipment! You and your client 


will then be sure of that trouble-free reliability and unfailing 
efficiency which goa long way toward guaranteeing success. And 
there will be no worries about speeding up service, replacing 
worn out equipment, or taking “time out” for repairs! 


111 


If you aren’t planning a whole new kitchen 
—you can do wonders to an old one with the 
judicious addition of Van Equipment. A 
new range, coffee urn, dish warmer... 
whatever you need can be added at a min- 
imum of expense, with a maximum return 
for the investment. Van Equipment meets 
any appropriation — keeps the operating 
budget low year-in-and-year-out! 


ALBERT PICK & COMPANY 


The careful buyer compares before buying. 
We urge you to compare Van Equipment 
with any other! Judge it for price, con- 
struction, quality and appearance. Investi- 
gate its method of manufacture. Then ask 
users. We welcome any comparison. We 
know that you and your client_.will want Van 
Equipment and will be—like all Van users— 
even more enthusiastic as time goes on. 


L. BARTH & CO., iwc 


THE ALBERT eg COMPANIEs 


Loy = 
joo W. THIRTY-FIFTH STREET, CHICAGO, ILL * = 8ge 


PER SQUARE, NEW YORK, N. ¥: 





Coffee Shop Equipment is one of the specialties in 
the Van plant, where miles on miles of counter are 2 
constructed annually. This view shows the recently 
installed counter of the Hotel Baker, St. Charles, III. 














THE HOTEL BAKER, 
St. Charles, Illinois. 


Wolf, Sexton, Harper & Trueax, Inc., Architects 


For seventy years and more, Van Equipment has been built 


up toastandard. Every piece must measure up to the same 


rigid requirement! This is your assurance of superlative 


quality. 
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HOW IS THE GLASS-LINED CHUTE 


CONSTRUCTED ? 


O* E detail of modern hospital and hotel 
construction, important because it is eco- 
nomical, is the proper type of laundry chute to 
specify. Experience proves that every single 
Pfaudler chute installed during the last fifteen 
years has met requirements exactly. And what 
architect is not interested in recommending a 
proven product to his client ? 


The superiority of the Pfaudler chute is founded 
on the basic materials used in its construction. 
It is built of open-hearth steel, 4g" in thickness 
onto which is fused a genuine glass enamel. 
This provides a degree of rigidity and sanitation 
equalled in no other chute. As long as the 
building stands so will a Pfaudler chute! 


Made in two standard diameters, 18” and 24” inside, in 
6’ sections, the glass-lined chute may be obtained to meet 
the requirements of any building regardless of height. 


The door throats are welded (not riveted) onto the tube 
proper, thus eliminating seams. The door frame assem- 
bly for both bottom elbow and service doors are reversible 












































— 
for either left or right hand swing. The doors are made | 
of paneled aluminum, finished in gray ‘*Duco.”’ 
av’ 
A spray nozzle on the top section permits the ejection of | 
hot water against the entire interior circular surface of peta 
the chute for cleaning purposes. In addition it also may 
be sterilized with live steam, a practice very desirable 
in hospitals. 
A- 
ee r . - t — 
= Key io Diagram => B 
we - 
1—%-inch nipple connection to flushing ‘ ——— 
nozzle for joining to water service pipe. Dia. 18" 24"! c 
2—3-inch coupling for ventilator pipe. 0%"! 20% '' | 
3—Dished aluminum door finisheo-in gray ae —— 4s ar 
“Duco.” 4—Standard «Pfaudlerite” gas- B 18" 22"' 5 


ket. 5—2-inch standard pipe outlet drain 


: c 65"' 69"' 
connection, 

















One of many recent institutional 
buildings to be equipped with 
Pfaudler chutes, is the Masonic 
Hospital, Utica, N. Y., shown in the 
photo below. Seven Pfaudler chutes 
have been installed in various build- 
ings comprising this institution. 























Left, view of the Pfaudler booth 
American Hospital Association Ex- 
hibit, San Francisco, 1928. Pfaudler 
has been a consistent exhibitor for 
many years. Below, Cook County Hos- 
pital, Chicago, where two Pfaudler 
chutes, installed in 1914, are still 
in excellent condition. 
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WHERE IS THE GLASS-LINED CHUTE 
INSTALLED ? 


While the institutions listed below represent only a few recent installations, they are 
representative of the modern trend toward Pfaudler Chutes. 
included the name of the architect (in italics), with whom you may wish to communicate 
The popularity of this chute with the architectural profession increases 


on some point. 
each year! 


{ Partial list of recent installations only } 


Muniz Hospital 
Buenos Aires, Argentina 


Essex County Sanitarium 
Verona, N. 


Arthur M. “Maddock 


Roosevelt Hotel 
Phoenix, Ariz. 
Wingren-Lawrence Glass Co. 


Nurses Home 
Mt. Hope Retreat 
Mt. Hope, Md. 


University of Minnesota Hospital 
Minneapolis, Minn. 
Edward Bjorklund 


St. John Baptist School 
Mendham, N. J 


St. Regis Hotel 
New York City 
Leddy & Moore, Inc. 


Hickory Grove Sanitorium 
Little Rapids, Wisc. 

Foeller, Schober, Berners 
St. Mary’s Hospital 


Quincy, IL. 
Geo. Bekrensmeyer 


Michigan State Sanitorium 
Howell, Mich. 
Malcomson & Higgenbottom 


Philadelphia Lying-In Hospital 
Philadelphia, Pa. 


Girls Dormitory, Western Kentucky 


State Teachers College 
Bowling Green, Ky. 
B. B. Davis 


Memorial Hospital 
Cumberland, Md 
Zantzinger, Borie & Medary 


Insular Penitentiary 
Rio Piedras, Porto Rico 


Tiger Hotel 
Columbia, Mo. 
Simon Construction Co. 


St. Mary’s Hospital, Rochester, 
Minn., (below) has long enjoyed the 
use of a Pfaudler Chute, having in- 
stalled it in 1921. The simplicity 
of disposing of soiled laundry is 
clearly demonstrated in the photo 
at the right. 
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Neurological Institute 
Medical Center 
New York City 

Jas. Gamble Rogers, Inc. 


Pittsburgh City Home and Hospital 
Mayview, Pa. 
Fisher & Wood Co. 


Christ Hospital Nurses’ Home 
Cincinnati, Ohio 
Tietz & Lee 


State Infirmary 
Glengardner, N. J. 
Van Doren & Emens 


Dante Sanitarium 
San Francisco, Calif. 
S. Racori Construction Co. 


Masonic Home Buildings 
Utica, N. Y. 
Kinne & Frank 


Emergency Hospital 
Annapolis, Md 
Hopkins & Burton 


Washington State School for Deaf 
Vancouver, Wash. 
Cc. F. Martin, Contractor 


Egleston Memorial Hospital 
Atlanta, Ga. 
Morgan & Dillion 


Presbyterian Hospital 
Newark, N. J 
Sutton, Sutton, Calkins 


Mi ppi State Hospital 
Howell, ig “Th 
N. W Averstreet 





Nurses Home, Highland Hospital 
Rochester, N. Y 
S. Firestone 


Edinburg City Hospital 
Edinburg, Tex. 
R. W. Briggs Construction Co. 
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Where possible we have 


Ellis Hospital 
Schenectady, N. Y. 
Harris & Richards 


W. A. C. Hospital 
Jamestown, N. Y 
Oliver R. Johnson 


Piccadilly Hotel 
New York City 


Good Samaritan Hospital 
Lexington, Ky. 


Mercy Hospital, 
Gary, Ind. 


Stark County Tuberculosis Hospital 
Canton, Ohio 
A. L. Thayer 





Cook Memorial Hospital 
Fort Worth, Tex. 
W.. G. Clarkson & Co. 


Mery McClelland Hospital 
Cc cambridge » mM. ¥. 
Geekie, Naughton, Inc.,Contractors 


Ft. Wayne Lutheran Hospital 
Ft. Wayne, Ind. 
Rump-Kintz Co., Contractors 


Children’s Hospital, lolaSanitorium 
Rochester, N. 
Adam Graf & Son, Contractors 


Hudson Towers Hotel Hospital 
New York City 


John Dibert Nurses’ Home 
New Orleans, La. 
Geo. J. Clover & Co. 


Holy oag” Hospital Nurses’ Home 
Teaneck, N. J. 
Whyle os onstruction Co. 


Mills Memorial Hospital 
San Mateo, Cal. 


Chester County Hospital 
West Chester, Pa. 
York & Sawyer 


FOR COMPLETE SPECI- 
FICATIONS ON THE 
GLASS-LINED CHUTE 
MAIL THIS! 


NS LB 


dete ee ne 





THE PFAUDLER COMPANY 
89 East Avenue, Rochester, N.Y. 
You may send me a copy of Bulletin 696, containing complete 


specifications of the Pfaudler Chute. 


Individual Firm 


Address City 
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ALBANY, N.Y. U.S.A. 
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in also be supplied 


von towel cabinet, 


white porcelain. 


sliver door 


Better looking . . . fool-proof cabinets 


NLIWON cabinets present a 
Neat appearance and will 
actually save you money. 
For they permit quick servicing 
. and do 
. . strong 


. are easy to refill . . 
not get out of order . 
and staunchly built tolastforyears. 


Onliwon towels help you save, 





too. They are double folded, thus 
increasing absorbency while 
doubling the strength of the 
towel in the hand. One Onliwon 
towel does the work of two ordi- 
nary towels. 

A. P.W. Paper Company, Albany, 
New York, U.S.A. 


Onliwon 


TOILET PAPER AND PAPER TOWEL SERVICE 








® BOOK DEPARTMENT © 


“THE THEORY OF STRUCTURES” 


Reviewed by FRANK W. SKINNER 


ROFESSOR SPOFFORD’S long theoretical re- 
searches and experience as professor of civil engi- 
neering at the Massachusetts Institute of Technology, 
justly famed for its unusually high standards and 
thorough training in scientific and mathematical sub- 
jects, plus his distinguished record of design and con- 
struction in his consulting capacity, have well qualified 
him as an authority on the principles and methods of 
analysis and computation of bridges, buildings, roofs, 
arches, trusses, and girders that are essential elements of 
« large proportion of architectural and engineering con- 
struction. His thoroughness, clear thinking and writing, 
keen analysis and simple, direct methods, 
workable results and complete treatment of 


accurate, 
funda- 
mentals, illustrated by everyday examples that demon- 
strate applications, make this volume not only authori- 
tative, but exceptionally convenient and attractive both 
for study and for application to practical problems. 
While it is primarily a comprehensive textbook for the 
technical student, it is exceptionally useful to the busy 
architect, engineer and designer who may follow it im- 
plicitly, and rely on it for rational and accurate methods 
of computation easily understood and efficiently applied. 


Its broad engineering field also covers features not 


usually specialized in by architects but which are here 
discussed and accessible in case of need. The chapters on 
Outer and 
Shears 


Inner Forces, Laws of Statics, Reactions, 
Moments, Influence Lines, Concentrated 
Load System, and Graphical Statics, if carefully assimi 
lated, afford adequate knowledge for the appreciation, 
understanding and _ solution of 
problems. Especially valuable to the architect are the 
chapters on Framed Bents for High Buildings ; 


of Columns and Tension Members; 


and 


most ordinary stress 
Design 
Beam Design, Plate 
Girder Design, and Space Framework; while the chap- 
ters on Three-hinged Arches, and on Masonry Arches 
with Fixed Ends, although specifically prepared for 
bridge work, are equally applicable to the principles in 
volved in arches for walls, roof trusses and other archi 
tectural Chapter IV 
planations of shear 


details, gives very simple ex 
formule by 
the strength of steel, concrete and wooden beams may 


be computed, and handbook tables checked or 


and moment which 


verified 
give an easy and rapid check on a large proportion of th« 
members of ordinary floor construction. A convenient 
list of commercial dimensions of beam timbers and 
examples of computations for wooden steel beams is 


included. Chapter V presents a thorough discussion of 











Here is a volume which for the first time ade- 
quately reviews the entire subject of the modern 
hotel,—its planning, designing, equipping, dec- 
orating and furnishing. It covers every detail, 
from the beginning of sketch plans to the 
registration of guests when the house has been 
completed and opened. All the different 
types of hotels are dealt with,—the Modern 
Commercial Hotel, the Residential or Apart- 
ment Hotel, the Resort Hotel, and the Bach- 
elor Hotel. The volume is replete with views 
of hotels in different parts of the country; their 
exteriors and interiors, and in many instances 
their plans are included and fully analyzed. 








“Hotel Planning and Outfitting 


EDITED BY 
C. STANLEY TAYLOR and VINCENT R. BLISS 


438 pages, 8%x 11% inches—Price $10 


| 
ROGERS & MANSON COMPANY | 
383 Madison Avenue, New York | 


The editors have been assisted in the preparation 
of the work by widely known hotel architects 
and interior decorators and by actual operators 
of hotels,—practical men, experienced in the 
management of the “back” as well as the “front” 
of a hotel. The volume’s treatment of hotel 
furnishing and equipping constitutes the final 
word on this important subject. There are 
included views of hotel restaurants, cafeterias, 
kitchens, pantries, “serving pantries,” refriger- 
ating plants and all the departments which are 
necessary in a modern hotel of any type. The 
work is of inestimable value to architects, builders 
and engineers, as well as to practical hotel men. 
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single and multiple-web plate girders and the formule 
necessary for the computation of stresses and the pro- 
portioning of rivets, splices, stiffeners, flange plates, 
connection angles and _ fillers, consideration of 


practical details and illustrative problems that can be 


besides 


easily followed and applied for long or heavy spans in 
public and industrial or commercial buildings, etc. 
Chapter VII summarizes truss theory and the analytical 
and graphical methods of 
determination of 


analysis and computation, 
shear stresses and shear methods; it 
gives diagrams of typical trusses and examples of prob- 
lems in stress determination, besides covering features 
most likely to occur in architectural work. 

The discussion of three-hinged arches in Chapter X 
includes data on influence and stress tables that can be 
applied to long-span armory and auditorium trusses, etc. 
(here is in Chapter VI a brief discussion and an expla- 
nation of popular formule for short and long columns. 
It shows principal types of riveted columns, briefly 
investigates eccentric forces, flexure and thrust, dimen- 
sions and cross sections, and illustrates methods of de- 
sign and computation. Chapter XVI on Space Frame- 
work deals with structures composed of end-connected 
bars lying in more than one plane, which, owing to the 
arrangement of members, cannot be solved by division 
into several planar structures, and is devoted chiefly to 
computations of stresses and reactions in tripods, pyra- 
mids, frustums, the 


dome, illustrated by the solution of sample problems. 


rings and Schwedler 


| 
polygonal 
Chapter XXI, the last in the volume, develops, explains 
and applies approximate methods of determination of 


stresses due to lateral forces, such as those from wind 
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pressure, earthquakes, machinery vibrations, etc., 
portal type framed bents of tall buildings where diagon 
bracing is omitted and where the girders are rigidly fa 
tened to the columns by connections capable of transmi 
ting large bending moments through the columns to the 
foundations. ‘These methods are based on assumptior 
that there are points of contraflexure of columns and 
girders and that the direct unit stresses and shears in co! 
umns are proportionate to the comparative locations o| 
the columns with reference to the direction of the win 
Data especially valuable to structural engineers and 
bridge engineers are given in other chapters that dis 
cuss bridge trusses with secondary web systems, trusses 
with multiple web systems, lateral and portal bracing, 
transverse bents viaduct bridges, 
lateral bracing trusses, transverse bents in mill buildings, 
long-span bridge types, and equations of 
conditions, riveted truss joints, bridge pins and the ar- 


and towers, skew 


cantilevers 


rangement of members on pins, statically indeterminate 
girders and trusses, continuous girders, three-moment 
equation, theory of least work, slope deflection theorem, 
redundant members temperature 
bridges, masonry dams, earth pressure, cohesion and 


and stresses, swing 
friction, and surcharged walls. 

The volume is neither elementary nor complex ; it does 
not abound in short cuts, easy approximations or long 
tables giving general results by inspection or interpola 
tion. It does not serve as a handbook of arbitrary, 
empirical or commercial information for the non-techni 
It is 
a book easily digested by a designer familiar with simple 


cal designer incompetent to analyze and compute. 


computations and analysis who will find it a guide to the 











Architectural 
Construction 


VOLUME I 


By WALTER C. Voss and 
RALPH COOLIDGE HENRY 


EALS with all types of construc- 

tion, from the simplest suburban 
structure of wood to the more com- 
plex fire-resistant construction of our 
large cities, fully illustrated and de- 
scribed. The work consists of 358 
plates, 9x11% ins., 381 figures and 
1246 pages and includes complete 
working documents of executed build- 
ings, photographic records of results 
accomplished, with original drawings, 
details and specifications by a num- 
ber of wellknown American architects. 

PRICE $20 


ROGERS & MANSON COMPANY 
383 MADISON AVENUE NEW YORK 
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- American Architecture 
By 
Fiske Kimball 


cg)" TTEN for the layman as well 
as for the architect, Mr. Kimball 
presents a survey of American archi- 
tecture from its first beginnings in the 
seventeenth century to its latest achieve- 
ments in the twentieth. Mention of no 
important detail is omitted, and the 


carefully prepared text is accompanied 
by well selected illustrations in half-tone. 


262 pages, 51 x 8/2 inches 
Price $4 


ROGERS & MANSON COMPANY 
| 383 Madison Avenue . New York 
a= 
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National Lumber 


Consultants ... 


ERVICES of the National Lumber 

Consultants, a staff of 100 trained 
men organized to help wood consumers 
get the best results from this material, 
are constantly available to architects 
all over the country. The Consultants 
group consists of architects, engineers, 
construction experts and wood tech- 
nologists—men qualified by experience 
and training to assist you with your 
unexpected lumber problem. 


How Consultants can serve you 


You may want specific information on 
the successful use of short length 
lumber . . . the right size joists for an 
unusual type of span . . . proper grade of 
lumber to meet a particular require- 
ment. A Consultant can bring this 
information to you. Another time you 
may want to know the insulating value 
of lumber for a certain type of construc- 
tion . . . the latest way of preventing 
deterioration . . . the possibilities of a 
certain wood for interiors. As specialists 
in their line, these men are constantly 
on call to amplify further your own 
broad knowledge of lumber and its uses. 


There is no charge whatever for this 
service. You may feel free to call on it 
at any time. 


There is a Consultant near you 


National Lumber Consultants are sta- 
tioned in the 13 conveniently located 
offices of the National Lumber Manu- 
facturers Association and at the offices 
of 17 affiliated associations. You can 
arrange to have a Lumber Consultant 
call on you by communicating with the 
nearest office. 


Booklets you will want to have 


Supplementing the Consultants Service 
you will find two booklets, ‘‘Frame Con- 
struction Details” and ‘‘Maximum Spans 
for Joists and Rafters” especially valu- 
able for your office library. ‘‘The Cost 
of Comfort” will be indispensable for 
the solution of your heat insulation 
problems. Also, an interesting leaflet 
describing the Consultants Service is 
ready for you. 


Why not send the convenient 
coupon now? 
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Vow will wan 


to know 


about the 











HESE 17 great associations affili- 

ated with the National Association 
maintain service organizations that 
coordinate with the general technical 
service of the National staff: 


California Red Wood Association, San 
Francisco, Calif Redwood. 

California White & Sugar Pine Manu- 
facturers Association, San Francisco, 
Calif California Pines, White Fir 

Hardwood Manufacturers’ Institute, 
Memphis, Tenn Oak, Gum, South- 
ern and Appalachian Hardwoods. 

North Carolina Pine Association, Nor- 
folk, Va. —North Carolina Pine. 

Northern Hemlock & Hardwood Manu- 
facturers Association, Oshkosh, Wis 

Hemlock, Maple, Birch and North- 
ern Hardwoods. 

Northern Pine Manufacturers 
tion, Minneapolis, Minn. 
Norway Pine. 

Southern Cypress Manufacturers 
ciation, Jacksonville, Fla 
and Tupelo. 

Southern Pine Association, New Orleans 
La.—-Long Leaf and Short Leaf South- 
ern Yellow Pine. 

West Coast Lumberman’s Association, 
Seattle, Wash Douglas Fir, Sitka 
Spruce, West Coast Hemlock, Western 
Red Cedar. 

Western Pine Manufacturers 
tion, Portland, Ore., 


Associa- 
White Pine, 


Asso- 
Cypress 


Associa- 

Pondosa Pine, 
Idaho White Pine, Larch. 

National-American Wholesale Lumber 
Association, New York, N. Y 

National Association of Wooden 
Manufacturers, Chicago, Ill. 

Maple Flooring Manufacturers Associa- 
tion, Chicago, Ill. 

British Columbia Lumber and Shingle 
Manufacturers, Ltd., Vancouver, B. ©. 

British Columbia Loggers Association, 
Vancouver, B. C. 

Hickory Golf Shaft Manufacturers As- 
sociation, Memphis, Tenn 

American Wood Preservers’ Association, 
Chicago, Ill, 


Box 


= — - 








National Lumber Manufacturers Association 
Transportation Building, Dept. 5001, Washington, D. C. 


CERTIFIED BY CENTURIES 
- WOOD.. 
Use it - Nature renews it 





City_ 


Gentiemen: Kindly send me the booklets checked: 
{) 100 Lumber Consultants at Your Service (FREE) 


() Maximum Spans for Joists and Rafters (FREE) 
OO Frame Construction Details ($1.00) 
O Cost of Comfort (FREE 

Name _ 

ee 

Street 


State 


NATIONAL LUMBER MaAnNuFACTURERS 


ASSOCIATION 


WASHINGTON, D.C, 


Chicago 


New York Atlanta Pittsburgh Boston 
Dallas Memphis San Francisco Portland, Ore. 
"American Standard Lumber from 


America’s 


Indianapolis 
Kansas City 


Best 





Minneapolis 


Mills” 
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KITCHEN MANAGEMENT 


Construction, Planning, 
Administration 
J. O. DAHL 


cAuthor of ‘‘Restaurant Management” 


ERE is a work ot enormous value to restaurant 
owners and managers, architects, chefs, stewards, 
kitchen engineers and manufacturers, in fact to all in any 
way connected with institutional kitchens. The author 
is a well known authority in the hotel and restaurant 
field. This book is the result of his experience, and of 
his interviews with literally thousands of experts, over 200 
of whom directly cooperated in preparing the work. 
It discusses expertly all phases of kitcher design, con- 
struction, equipment, and administration. It points out 
methods of standardizing every branch,—and in the 
most efficient, economical manner. Filled with practical 
suggestions and concrete examples, this work will save 
owners and managers of large kitchens many thousands 
of dollars. It is indispensable in the equipment of 
restaurants, hotels, clubs and community houses, and in 


architects’ offices. 
Price $5 


ROGERS & MANSON COMPANY 
383 Madison Avenue New York 






































REAL ESTATE 
MERCHANDISING 


By Albert G. Hinman and Herbert B. Dorau 


Assistant Professors of Economics, Northwestern University School 
of Commerce; Research Associates, Institute for Research in Land 
Economics and Public Utilities 


ow 


eA complete review of the business 
of dealing in real estate. It deals with 
the conducting of an active real estate 
business, with the buying and selling of 
realty by private investors, and with the 
improvementand holding of property for 
An eminently practical work 
on an increasingly important subject 


revenue. 


363 pp., Price $6 


ROGERS & MANSON COMPANY 
383 Madison Avenue New York 

















Any book reviewed may be obtained at published price from THe ARCHITECTURAL ForuUM 





BOOK DEPARTMENT 





Part Tw 


solution of almost any ordinary structural problem, us 
ful for reference and for reviewing mathematical an 
analytical methods. It is especially valuable to the al 
round designer having occasional framed structures « 
special character, and it summarizes advanced method 


THE THEORY OF STRUCTURES. By Charles M. Spofford. 


587 pages, 6 x 9 ins. Price $6. McGraw-Hill Book Company. 


PRACTICAL COLOR SIMPLIFIED. By William J. Miskella. 


113 pp..5%4 x 9ins. $3.50. Finishing Research Laboratories, Inc 


RCHITECTURE and interior decoration, if the, 

are to entirely serve their proper functions, involve 
much use of color; unless they make use of the resources 
which color affords, architecture largely fails to meet its 
opportunities, and decoration becomes thin and anzmic 
Americans have been said to be “afraid of color,” and to 
be given to adopting cautious and tentative schemes which 
involve little of its use, the result of which leaves much 
to be desired. It is only during the past few years that 
color, so far as America is concerned, may be said to 
have come into its own, due of course to a better under 
standing of color and use of its resources to create that 
vitality which it is one of the purposes of architecture 
and decoration to supply. This volume is a valuabk 
addition to a series of handbooks on the use of color. 
It deals with the subject in a way which is direct and 
logical, and one of its parts discusses the use of color 
and lighting in theaters and display windows, which of 
course are largely dependent upon lighting and color. 


REAL ESTATE QUESTIONS AND ANSWERS. By I. Flapan. 


342 pp., 6 x 9 ins. Price $5. Prentice-Hall, Inc., New York. 
HE development of many an architect’s practice has 
come to involve considerably more than was imagined 

even a few years ago. Securing excellence of design and 
planning, important as it is, no longer constitutes the 
sole or even the chief end of an architect’s endeavors, for 
securing the best and most efficient equipment of many 
kinds is now of as great if not greater importance, and 
lately the architect has been forced to enlarge the range 
of his activities by adding the exercise of other functions 
which touch even when they do not at least partially 
cover what is generally regarded as the province of the 
real estate operator. The client in many instances now 
looks to his architect for guidance through a maze ot 
detail and technicality regarding the acqu’sition of prop 
erty and its improvement. This involves matters of 
title, contract, payment, profitable investment, loans, bond 
issues, leases, etc., and added to all this there comes what 
constitute logically the architect's proper functions, 
the designing and planning of what is to be built. The 
architect, even though he may have at his beck and call 
the best of counsel and many of the adjuncts of big busi- 
ness, may well learn from whatever source he may. 

This work, prepared by a member of the New York 

Bar, who is also manager of the Bronx County Mortgage 
Company, while intended primarily for the laity in gen- 
eral or for those who are about to enter the field of real 
estate, is filled with matter of interest to the architect. 
The author discusses, intelligently, the legal principles 
involved in real property in addition to the everyday 
problems of the practical side of real estate. The book 
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SERVICE DATA FOR PROTECTIVE PAINT USERS - 
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Washington Gas Light Company, Washington, D.C. 
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or dita side 


Bre 


For severe service conditions, these gas 


producers use Dixon’s PAINT — 


Anp, they have used it in quantities for years. 


Shown above are three of 





their gas holders recently 
painted with Dixon’s Silica- 
Graphite Paint, and Dixon’s 
Aluminum - Graphite _ Paint. 
The size of these jobs can be 
better understood when we 
consider that these holders 
have a capacity of 2,000,000 
cu. ft. 2,500,000 cu. ft., and 
3,000,000 cu. ft. respectively. 


The selection of Dixon’s 
Paint for this service is no 
accident. The Washington 
Gas Light Company knows 
from experience that extremes 
of weather conditions com- 








Every time you buy cheap 
paint you add to your painting costs 
This is true because two thirds of the cost of an 
industrial paint job is labor cost. And when you 
“save’’ a few cents a gallon on paint you have the 


big labor cost of repainting long be fore it is 
properly due. Write for Booklet No. B-224! 


JOSEPH DIXON CRUCIBLE 
COMPANY 


JERSEY CITY, NEW JERSEY 
Established 1827 


ya N 





bined with the destructive 








MARK 


RAPHITE 


DIXON'S cadena 


Adequate Protection at Minimum Ultimate Cost 
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r 


gases invariably found around gas holders requires 


a special kind of paint. They 
know, too, from experience 
that Dixon’s, both the Silica- 
Graphite and  Aluminum- 
Graphite Paints offer ideal 
protective coatings for this 
type of severe service. 


The experience of the 
Washington Gas Light Com- 
pany is the same as thousands 
of other industrial plants, 
railroads, chemical works, and 
the like who have used Dixon's 
Paints for years to protect 
their iron, steel and wooden 
structures from costly rust, 
corrosion, and process deteri- 
oration conditions. 


INI 
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is divided into eight complete sections. Each section BUILDING THE HOUSE OF GOD. By Elbert M. Conove: 

gives a brief outline of its subject. Immediately follow- 217 pp.. 6 x 8% ins. Price $2.50. The Methodist Book Cor 
: : . : : cern, New York, Chicago and Cincinnati. 

ing each outline, questions exactly like those met with in 

everyday practice are asked and answered. A few of 


HE designing of churches, along with the desig; 
the questions answered are: 


eI 

ing of structures for purposes secular, shows stead 
improvement. One has but to look back over the past 
one or two decades to realize that there were then hard] 
more than two or three American architects who pos 
sessed more than casual interest or more than averag 


When may a purchaser be compelled, specifically, 
to perform his contract, although title to the prop- 
erty purchased is defective and unmarketable ? 

What is meant by a “dummy” in realty transac- 
tions? ability in the construction of churches, and those few 
were concerned chiefly, if not solely, with commissions 
of large extent involving considerable cost; the church 
of small or medium size was left to chance, with results 
which were not always encouraging. At present ther 
are many architects whose church work is of great ex 
cellence, and the architectural publications are con 

What is the significance of the phrase, “time is stantly presenting illustrations and plans of small 
of the essence,” in a contract for the sale of real 


Is it permissible for a broker to receive compen- 
sation from both sides? 

What is the difference between “sales talk’”’ and 
misrepresentation ? 

\What is a “cloud” on a title, and how can it be 
removed ? 


churches,—sometimes very small,—which are admirable. 
estate ? Many of the large religious bodies, realizing perhaps 
What is meant by a merger of the terms of the 


the need of improvement in church design and sensing 
contract in the deed? 


the drift of public opinion, have established ‘depart 


What is a quit-claim deed? ments of architecture” from which, under the super 
Answers to 367 technical, legal and financial real es- vision of trained architects, plans and designs are sup- 
tate questions are given. This complete question and an- plied to congregations about to build. This volume, 


swer book gives solutions to 93 realty problems and issued by the Methodist Book Concern, is a review or 
presents 33 filled-in real estate forms, taken from actual survey of the activities of such a department, giving 
transactions. It is unlike any other real estate book on illustrations of many churches of varying sizes, and 
the market,—it will help anyone interested in real estate abounding in suggestions likely to be of value and in 
to better understand all the intricate phases of the sub- terest to building committees and others concerned with 
ject by supplying just the information needed to make suc- the erection and equipment of churches and their acces 
cess more certain and more rapid, and the value of the sory buildings. The volume lacks, however, the names 
work to architects and builders and to engineers is great. of the architects who designed the churches illustrated. 


PROVINCIAL HOUSES IN SPAIN 


By cArthur Byne & Mildred Stapley 





RCHITECTS value Spanish 
types of domestic architecture 
because of their simplicity of de- 
sign and plan and also because 
they are easily developed in ma- 
terials inexpensive and easily had. 
Spain offers a choice of several 
kinds of residence architecture, types 
sufficiently different from one an- 
other to afford considerable range 
of selection, yet all possessing ae 
same strength and virility, the ex- 
cellent lines, the same graceful but 
unaffected grouping, and the dis- 
criminating use of detail which 
renders distinguished so many 


N this volume two well known 
writers on Spanish architecture 
and decoration review the various 
forms which are given to the small 
or medium sized house in Spain. 
To render the work as helpful as 
ossible to architects, the authors 
een included many plans and 
drawings of different kinds, details 
of such exterior parts of buildings 
as friezes, cornices, windows, timber 
overhangs, soffits and balconies, or 
of such interior parts of the structure 
as ceilings, fireplaces, doors and 
stairways. Part of the work deals 
with the tiles, pottery, ironwork, 





Spanish domestic buildings. 
Houses in various parts of the 
Spanish peninsula, particularly the 
buildings of medium size in rural 
districts or provincial towns, offer 
excellent precedent for use in 
different parts of America where 
climate conditions are about what 
prevail in the provinces of Spain. 


ROGERS & MANSON COMPANY, 383 Madison Avenue, New York 





plaster in relief and the other forms 
of craftsmanship which contribute 
so much to the excellence of do- 
mestic architecture in Spain. It is 
a work likely to be invaluable 
to the designer. 

The book contains text and 190 
plates 12 2x16 inches, and is bound 
in cloth. Price $30, postpaid. 
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1 Screw metal 
under-plate to 
MN switch—when 
| wiring is done. 
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Fasten switch 
to outlet box— 
no “building- 
up” necessary. 
















3 Snapon Hub- 
bell Bakelite 
Plate, after wall 
is decorated. 

















No building-up or aligning 


fo install Screwless Plates 


Hubbell Metal Under-plate 
automatically brings the 
device flush with plaster. 
Then, snap on a Screwless 
cover-plate of Bakelite. 


INCE most walls are uneven the automatic 

aligning feature of Hubbell Screwless 
Plates almost invariably saves from 25 to 50% 
of installation time. 


No building-up necessary when Screwless 
Plates are installed. The Hubbell Metal Un- 
der-Plate; to which the Screwless Cover-plate 
of Bakelite is snapped, automatically brings 





switch or receptacle flush with the plaster 
line, Then, only a moment is required to snap 
the Screwless Plate fast—in perfect alignment. 
Hubbell Screwless Plates of Bakelite can be 
furnished to match exactly any color, wood, 
marble or plaster finish. This service makes 
it possible to harmonize switch and outlet 
plates with every room. Prospective tenants 
especially appreciate this feature, as well as 
the perfectly insulated, “dead front’ surface 
of Screwless Plates. 

All of these advantages are fully explained in 
our A. I. A. Bulletin No. 31¢-7. The coupon 
will bring a copy promptly. 


y y g 


HARVEY HUBBELL, Incorporated 
BRIDGEPORT, CONNECTICUT, U.S.A. 


HUBBELL Screwless Plates 





Mail coupon to our nearest office 


Boston, Mass. Main office: : 

} ~ Philadelphia, Pa. 
176 Federal St. Bridgeport, Conn. Fifth St r= “ 
Atlanta, Georgia Chicago, Mlinois Philadelphia Bourse 
138 Mariecta St. 318 W. Washington St. (Exhibition Dept.) 

b Res 

— Denver, Colo. San Francisco, Cal. 
New York City, N. Y. 1109 Broadway 390 Fourth Sr. 
30 E. 42nd St. The Sales Service Co. Garnett Young & Co. 


Please send A. I. A. Bulletin No. 31¢-7 


Name 


Address - 








City and State _ 
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1 modernistic conception of 
sound waves after a photograph 
by Dr. Paul E. Sabine 


W here Sound 
1S a Problem 


we Ofter a 
Complete Solution 


~YENERALLY speaking, control of sound falls into 
J one of two broad classifications: the control of re- 
verberation of the sound created in a room: and the pre- 


vention of undesirable sound travel. 


Sabinite Acoustical Plaster, through reduction of rever- 
beration, makes audition perfect in audience rooms; it also 


reduces the noise level within rooms, making them quiet. 


The USG System of Sound Insulation is a supplemental 
construction adaptable to any type of structure. It pre- 
vents objectionable sound travel from the room in which 
it is created to other rooms or parts of the structure. It 
embraces the treatment of walls, floors, ceilings, ventilat- 
ing ducts, mechanical equipment, etc. 


Both Sabinite Acoustical Plaster and the USG System of 
Sound Insulation are fire and vermin-proof, durable, 
completely decoratable, and preserve their sound functions 
permanently. 

The United States Gypsum Company offers to architects 
an authoritative service which covers any problem relating 
to sound. Completely equipped to handle every phase of 
the sound problem under “money-back” guarantees of 
performance, the company gives competent and unbiased 
advice. Your acceptance of this service means an undi- 


vided responsibility and guaranteed results. 


If you will send us plans or sketches with information as 
SABINITE 
USG 


UNITED 


SYSTEM OF 


STATES GYPSUM 


ENGINEERING 


ACOUSTICAL 
SOUND 


COMPANY, 300-R WEST 


AND BUSINESS 


& 


> 


~~) 


to occupancy and results desired, we will gladly provide with- 
out charge or obligation an analysis of any sound problem, 
accompanied by adequate recommendations for its solution. 


PLASTER 
INSULATION 


ADAMS ST., CHICAGO, ILLINOIS 














December, 1928 THE ARCHITECTURAL FORUM 7 


~/ 





[INS URING BEA UT Y A N D PERMANENCE 
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New York Life Insurance Company 
Building, New York. Cass Gilbert, 
Inc., architects. Equipped with 
plumbing fixtures made from Solid Nickel Silver’ by the Meyer-Sniffin Co., New York. 





SOLID NICKEL SILVER* PLUMBING FIXTURES by MEYER-SNIFFIN 





Solid Nickel Silver, with its unusually attractive color of materials more commonly employed. When prop- 
—with its brightness and lustre—adds a note of per- erly prepared with a sufficiently high percentage of 
manence and quality found in no other suitable ma- Nickel, they possess a hardness and color comparable 
terial. It is corrosion-resisting. It to Pure Nickel...Solid Nickel Sil- 
is easy to clean. Even under severe [| (84 lle ( | ver plumbing fixtures are manu- 
use Solid Nickel Silver plumbing Ss ILVER factured on a production basis by 
fixtures will not lose their silvery lustre or become many fabricators of sanitary equipment. They meet the 
unsightly... The toughness and wear-resistance of requirements of architects who welcome the oppor- 
Solid Nickel Silver plumbing fixtures surpass those tunity to specify the most modern type of equipment. 


its Nickel alloy used in manufacturing Nickel Silver plumbing fixtures. 
This is a solid white metal and contains a high percentage of Nickel. 


fe’ Scia Metal is the name used by the Meyer-Sniffin Co. to curr | 





Nickel. THE INTERNATIONAL NICKEL COMPANY (INC.), 67 WALL STREET, NEW YOR nn, hae, Nickel 
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PERMANENTLY 


ARCHITECTURAL 


ENGINEERING 


AND BUSINESS 


She BRILLIANT CRropon Finisu 


st of plumbing Soxtures 





RIGHT gleaming surfaces .. . beau- 
tiful tothe eye... non-tarnishing 

.. everlasting even though handled 
constantly ...these are CRODON fea- 
tures that greatly improve the life- 
long appearance of plumbing fixtures. 


For CRODON’S initial lustre does not 
fade with time. Bathroom, kitchen 
and public wash room fixtures, plated 
with this durable chromium plate, 
retain their beauty always. 


And true cleanliness is made easy to 
attain. Polishing and constant care 
are unnecessary. Anoccasional wiping 
is all that’s required. 

Because their finish is permanent... 
because maintenance is low... 
CRODON fixtures are being used more 


% 








_ 


Fiztures by Peck Bros. and Co 


and more in hotels, hospitals, apart- 
ments, public buildings and homes. 
To supply the growing demand 
thier: 2 live and jobbers carry 
them in stock. Builders hardware 
and other metal fittings are also fin- 
ished in CRODON in ever-increasing 
numbers. 


Our Service Department would wel- 
come the opportunity to furnish full 
details about CRODON and its advan- 
tages... they will gladly refer you 
to our licensees if estimates for any 
building project are wanted. 


CHROMIUM CORPORATION of AMERICA 
110 Broadway - - - - New York City 
Branch Offices and Plants: 

4645 West Chicago Ave., Chicago, Ill 3125 Perkins 
Ave., Cleveland, O.—and at Waterbury, Conn 
Metaland Thermit Corp., Agents, South San Francisco, Cal 


JON 


TRADE MARK REG. U.S. PAT. OFF. 


THE CHROME PLATE 
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never will waler-spol, tarn ish. or corrode -- 


BEAUTIFUL -~- DOES NOT TARNISH ~ WEARS INDEFINITELY 
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FAUCETS ARE THE VITAL SPOTS OF PLUMBING ? 
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‘Beauty that endures 





x 


a" 
’ 
‘ 

4 

“?, 

a 

$84 

° 

7% 
7 










ny. 
, >’ Sa 
-.- aa. 


The new Mueller All Metal Chro- 
mium Plated Lavatory Combination 
has met the modern demand for 
better and more beautiful toilet 
appurtenances. 


Spouts are furnished in two lengths 


—short for enameled iron lavatories 
and long for those of vitreous china 
with hooded overflows. The brilliant 
luster of this fitting is in perfect 
harmony with colorful surroundings 
and it is serviceable as only Mueller 
products can be. 


MUELLER CO., (Established 1857) Decatur, Illinois 
W orld’s Largest Manufacturers of Plumbing Brass Goods 


Branches: New York, Dallas, San Francisco, Los Angeles 
Canadian Factory: MUELLER, Limited, Sarnia 
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PLUMBING BRASS AND VITREOUS 
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A Constant Pr ogress Beauty! That, in a phrase, sums up the growth of the Kohler 
line of plumbing fixtures and fittings. The illustration, reproduced from a strikingly handsome 
back cover in color in the December 15th issue of Liberty Magazine, shows two of the new 
est Kohler patterns—the Bellaires vitreous china lavatory and the Mayfair bath. New beauty 
of design, new beauty of color, new beauty of Kohler-quality fittings in gold, chromium, or 


nickel ... there is a threefold inspiration for the Architect who works with Kohler Ware! 





It pays to modernize, with modern plumbing and heating” 





KOHLER CO.. Founded 1873, KOHLER, WIS. + Shipping Point, Shebovgan, Wis. - Branches in Principal Cities 


KOHLER oOFKOHLER 


Plumbing Fixtures 
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One of thousands of _—~ 
dences equipped with Te- 
pe-co ware. 





ie QUIER\, The ymca | — r 


Bu alding at 90 


We nth St. is pne of man 


a Sky tn Pquippe a. 





CX SI-WEL- CLO 


4 





vided with scientific Saddle Seal 


HE “modern” plumbing of only a 

decade ago is decidedly out of date 
today. Higher standards of health, of 
comfort, of sanitation have demanded 


better and better fixtures. 


The very shape of the quiet Si-wel-clo 
indicates how much consideration has 
been given to the subject. Notice how 
the dip in the rim elevates the front and 
rear of the bowl opening, minimizing 
the possibility of soiling. The comfort 
of this saddle seat encourages the 
natural seating position of the 
body, aiding organs and muscles 


to function thoroughly and naturally. 


Even before this scien- 
tific saddle seat became 
known the Si-wel-clo 
achieved distinction be- 


cause of its extremely 





quiet operation. By doing away with 
noisy, gurgling and dripping sounds 
—quite embarrassing when guests are 
present—the Si-wel-clo has won a 


host of friends. 


Like all other Te-pe-co ware, Si-wel- 
clo is graceful and elegant. It typifies 
the highest grade of workmanship. You 
can rest assured when the Te-pe-co 
Trade Mark appears on a closet, tub, 
washstand, ete., the fixture will wear 


Jong and well. 


THE TRENTON POTTERIES 
COMPANY 


TRENTON, N. J., U.S. A. 


New York 
Philadelphia 


Boston 

San Francisco 

Export Office: 115 Broad Street 
New York City 
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The Te-pe-co Trade Mark 
appears on all goods manu- 
factured by this company 
and serves as a guarantee 
that you have received ex- 
actly what you paid for. 













Plan your bathroom with 
eare, Let this book **Bath- 
rooms of Character” be 
your guide Send lie for 
the latest edition. 
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jewelry be slighted? 








ERE 1s something 
worth thinking about 
before you write 
your next bathroom 
specifications: 

















Fixtures on lavatory and tub 
are the jewelry of the bathroom. 
They are the final touch which 
oive it sparkle, brilliancy and 
distinction. 

Mere run-of-the-mine fixtures 
won’t do. Their effect on bath- 


room decoration is important 
enough to require careful con- 
sideration on their own merits. 
That is why it will pay you to 
specify, not only the nationally 
famous Speakman Showers, but 
the brilliant, superlatively- 
beautiful Speakman fixtures for 
lavatory and tub which match 
the Speakman Showers in design, 
pattern and quality. 


SPEAKMAN COMPANY, Wilmington, Del. 





SPEAKMAN 


SHOWERS 
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There seems to be no limit 
to the demands placed upon 
the architect. 


Today he must have a deco- 
rator’s flair for contrasts and 
colors. He must not only plan 
but furnish — with taste, so- 
phistication and distinction — 
one of the show rooms of the 
house. For today’s bathroom 
calls, not for grab-bag fixtures, 
but furniture — chosen with 
the same discrimination and 
care as that of the living room 
or bedroom. 


Maddock—makers of the beau- 
tiful and famous Improved 
Madera toilet — now offers 
new, utterly distinctive crea- 


MA 


POL? T= EO Te 
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tions in styled bathroom furni- 
ture. Furniture both in gleam- 
ing white and in new, exquisite 
Blentone colors, harmonizing 
two soft tones in the vitreous 
china underbody. Furniture of 
striking distinction of design, 
with trims of mirror-bright 
chromium plate and glowing 


gold. 


Both the nationally known Im- 
proved Madera and the new 
styled bathroom furniture are 
pictured and described in a 
new deluxe book. It will be 
sent at once to architects who 
write for it on their profes- 
sional stationery. 


THOS. MADDOCK’S SONS CO. 


TRENTON, N. J. 
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A Donald Douglass Aquatint study of the new Fisher Building, Detroit, Michigan, 
an office building in which is located a large theatre .~ For the building, Albert 
Kahn, Inc., Detroit, Architects and Consulting Engineers ~ For the theatre, Graven 
and Mayger, Chicago, Architects ~ Lieberman and Hein, Chicago, Structural 
Engineers . . . For both building and theatre, H. G. Christman-Burke Company, 
Detroit, General Contractor ~ Johnson, Larsen and Company, Inc., Detroit, Heating 
and Ventilating Contractor ~ R. L. Spitzley Company, Detroit, Plumbing Contractor 
. . . Jenkins Valves are used for plumbing and heating and in the machine room . . . 
Jenkins Bros. .~ New York .~ Boston ~ Philadelphia ~ ELT Aiwns mated with the'Diamond 
Chicago . . . Jenkins Bros. Ltd. .» Montreal .~ London. Ne 






SINCE 1864 
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Hospital plumbing must have a stout 
Stronger heart. It gets no days off — Sunday 


brings no fewer hours of work. 





P lumbing With this in mind, Clow builds hos- i 
pital plumbing stronger and heavier gi ae angi 
For than usual. ee rete 


— Moreover, Clow equipment is designed 
S ecialized by specialists who know the needs of Bh camity.— 04° ete ma pa 
a zs = eaconess Hospital and 
f hospital plumbing—the most special- Institute 
ized field of all. Many special brass Minneapolis, Minnesota 


Hospital fixtures are made to order by Clow. yg eb 


Alban & Fischer 
N d Above is shown the Clow Vichy Bath Plumber: 
eeas 


; Shaw & Co. 
for hydrotherapeutic treatments. sit 
JAMES B. CLOW & SONS, 201-299 NO. TALMAN AVE., CHICAGO 


Sales Offices in Principal Cities 
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PREFERRED FOR EXACTING PLUMBING SINCE 1878 
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Pre-natal Bath Plate H14830 } 
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DOUGLAS PLUMBING FIXTURES FOR HOSPITALS 


As manufacturers of hospital plumbing Partial list of recent Douglas installations 

° ° 07 ° Walter Reed Hospital - - - - - - - - + Washington, D. C. 
fixtures, since IS8/ o we understand their Gallinger Municipal Hospital Washington, D. C 
special requi rements. Rochester General Hospital (group) - + + Rochester, N. Y. 


Southern Baptist Hospital - - New Orleans, La 


_ ; : U. S. Naval Hospital - - - += + + + + Mare Island, Cal. 
Ihe latest Douglas hospital plumbing U. S. Veterans Hospital - - - - - - - Fort Snelling, Minn. 

. ‘ é Protestant Hospital - - - - - Nashville, Tenn. 
catalog illustrates and describes plumbing 


fixtures to meet every hospital purpose. The John Douglas Co. 


This valuable publication will be mailed Cincinnati, Ohio 


on request. Makers of High Grade Plumbing Fixtures 
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Reliability 


Cohoes genuine wrought iron 
pipe, unfailingly serves in in- 
stallations where only a pipe 
of known reliability could 
meet the strains of severe 
service. 


Because it is non-cor- 
roding « . « rust-resist- 
ing... leak proof 













United Artists 
ot . Buildi 
ss . there isno sub meaenee Another Cohoes 
stitute for Walker & Eisen Installation 
Cohoes Pipe. and 


C. Howard Crane 
Architects 
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Strength 
Where 
Strength 
is Needed 
Most 
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The Importance of Properly Hanging 
Lateral and Vertical Lines of Soil Pipe J 


wy hint J. Crotty 


a 


TRADE MARK 


Copyright 1928 t 
MOST important essential in 
soil pipe construction is the 
proper placing of hangers on vertical 
stacks and lateral runs of soil pipe to 
guard against displacement or sag- 
ging. Some practical ideas that meet 
this situation in modern plumbing 
design are presented herewith. 

A, B and C on the drawing show 
types of concrete inserts used for at- 
taching pipe hangers. These inserts 
are placed in the false work and be- 
come firmly imbedded when the con- 
crete is poured. The accompanying 
drawing shows a vertical soil stack, 
4” in size, connected at basement to a 
horizontal run of 8” soil pipe. Differ- 
ent types of pipe hangers are shown 
in detail, and their use illustrated in 
both reinforced concrete construction, 
and buildings wherein steel work is 
used. 

Cast iron pipe rests for vertical 
stacks are not recommended, particu- 
larly where they are arranged so as to 
span the opening through which the 
soil stack occurs. 

Friction hangers made of wrought 
strap iron properly bolted represent 
by far the best anchorage for vertical] 
soil stacks. A spacing of 8’ between 
hangers on lateral runs is considered 
the best practice from 2” to 8” soil 
pipe. Upon larger sizes of soil pipe, 
the spacing should be closer. A cer- 
tain flexibility may be observed in 
connection with this rule on smaller 
sizes of pipe than 4”, although in cer- 
tain types of construction, the ques- 
tion of vibration must always be con- 
sidered, and for that reason departure 
from the 8’ spacing between hangers, 
is not recommended 

Figure 1 shows a ring and bolt 
hanger. 

Figure 2 shows an adaptation of 
the cradle hanger to use on a vertical 
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OLD 


Which Soil Pipe? 
Note thin easily broken Ww: all at 
See how this glaring weakness has bee 
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stack run on the face of a steel beam. 
As shown in the illustration the bolts 
for the cradle hanger have hooks 
which enable them to fit securely over 
the flange of beam, and by tightening 
the nuts on the bolts the stack is 
rigidly anchored. 


Figure 3 is a closed hanger which 
must be used before the pipe is caulked 
together as the ring must be slipped 
over the pipe. 


Figure 4. shows a very practical 
method of hanging vertical stacks. It 
can be made in all lengths and is de- 
pendable for use in spanning openings 
through which the soil pipe stack is 
brought up. 


Figures 5 and 6 are variations of 
the same method. 


Figures 7 and 9 hangers may be 
used in connection withalongthreaded 
bolt which permits the proper adjust- 
ment to hang a horizontal run of soil 
pipe and maintain the pitch as laid 
out by the plumber. 

Figure 8 is what is known as a 
cradle hanger. There are many dif- 
ferent ways in which this hanger can 
be used to advantage. The bolts are 
sometimes dropped through large 
plate washers which bear directly on 
the concrete. Proper adjustment to 
the pipe is secured by reason of the 
threads and nuts upon which the 
cradle hanger rests. 

Figures 10 and 11 show types of 
beam clamps that may be used in 
conjunction with hangers for horizon- 
tal runs of soil pipe. 

The use of light strap iron, wire or 
link chains, which have a tendency to 
stretch, is not advocated as sound 
practice. 

Since it is universally acknow- 
ledged by architects and engineers 
that cast iron soil pipe for drainage 
makes for a permanence far superior 
to pipe of all other materials, this 
article is particularly addressed to 
the Plumbing Contractor. The proper 
hanging of soil pipe calls for the use 
of hangers as permanent as the pipe 
itself. 





EXTRA COPIES 

f this valuable ition to Mo lern 

Pl imbing iain @ ay be had by addressing 

THE CENTRAL FOU NpRy COMPANY 
420 Lexington Avenue, New York 
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(a) Proper 
Hanging of 
Soil Pipe 
calls for 
Hangers 

as permanent 
as the Pipe 
itself! 











“a”, “BR” and “C” show 
ty pes. of conc rete inse a used 
for attaching pipe hangers. 
These inserts are fastened 
to the false work and be- 
come firmly imbedded when MOORE INSERT 


the concrete is poured. 
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RING a BOLT CRADLE USED SOLID RING FRICTION HANGERS SPLIT RING 
AS STACK CLAMP FOR STACKS 
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PIPE CLAMP 
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CLEVIS HANGER CRADLE SWIVEL RING 



































BEAM HANGERS 
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FOR THE TALLEST BUILDINGS ! THE CENTRAL FOUNDRY GOMPANY 


1atter how many stories high NUHU B s« 





AND ASSOCIATE COMPANIES: ESSEX FOUNDRY, CENTRAL RADIATOR COMPANY 
mee meets the present day requirements of expan MOLBY BOILER COMPANY, INc. AND CENTRAL IRON AND COAL COMPANY 
ct jength of NUHUB sles t teed wate SUBSIDIARIES OF THE UNIVERSAL PIPE AND RADIATOR COMPANY 
e eng oO e nde : 
fifty pounds hydrostat sur . oe a: ° ‘ » 
_ Price oo bee the se. — ie General Offices: Graybar Building, Lexington Avenue at 43rd Street, New York 
soil pipe. — =" . , ‘ ; 
For sale by jobbers of plumbing supplies. Birmingham Boston Brooklyn, N. Y. Chicago Dallas Newark, N.J. San France 








Specify NUHUB! Use NUHUB! 
Look for the Bead at the Base of the Hub 
and the Led-LoK Groove inside! 


Also manufactured under special agreement by 


ESSEX FOUNDRY, NEWARK, N. J. 
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architects and 
engineers have 
specified 
Duriron acid- 
proof drain pipe 
for hospital, 
college, school 
and industrial 
laboratories 


Duriron is not 
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A definite 


informative catalog 


of toilet seat equipment 


Church Sani-White and Sani- 
Black Seats are recognized 
nationally as the leading toilet 
seats made. They are described 
in detail in our illustrated, 
100-page architects’ catalog 


Whether you specify Church 
Seats or not, this catalog 
merits a permanent place in 
your reference library. It will 
be of definite value to you in 
determining which types of 


toilet seats meet most com- 
pletely the needs of every build- 
ing—hospitals, hotels, office 
buildings, industrial and public 
buildings as well as apartments 
and private homes. 


Write for this catalog! It 
will be sent to you without 
charge. Address C. F. Church 
Manufacturing Co., Dept. 6-12 
Holyoke, Mass. 


attacked by the J 
acids and chemicals 

wasted in hospital 

drains— 

it passes all 

plumbing codes— 

it eliminates 

repairs and the | 
menace of insanitary 
leakage—and it | 
assures continuous & 
smooth operation 

of the hospital 
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The Duriron 
Company, 
Dayton, 
Ohio 








Duriron is pro- 
duced only by 





Churc 


sani~white ears 


Also manufacturers of Church Sani-Black Seats 




















THE CUTLER 
MAIL CHUTE 


In its perfected form is the 
outcome of long experience, 
and is designed to meet the 
requirements of public use 
under Postoffice Regulation. 
It is simple and substantial in 
design and construction, dur- 
able in finish, and has an 
Architectural quality which 
is appreciated and much 
commended by Architects. 


Full information, details, and 
specifications on request. 


THE CUTLER MAIL CHUTE CO. 


GENERAL OFFICES AND FACTORY 
ROCHESTER, N. Y. 
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1. Methodist Hospital, St. Joseph, Mo. 
All sheet metal of ARMCO Ingot Iron 
Installed 1924 
The Architect: Walter Boschen, St. Joseph, 
Mo. 


= Ze; John’s Hospital, St. Louis, Mo. 
Cornice of ARMCO Ingot Iron 
Installed 1910 
The Architects: Ba-nett, Hayes and Bar- 
nett, St. Louis, Mo. 


3. Hatcher Hospital, Winfield, Kansas 
All sheet metal work of ARMCO Ingot 
Iron 

Installed 1915 

The Architect: H. S. Conrow, Wichita, 

Kansas. 
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The modern hospital 


needs Pure Iron protection 


HEREVER sheet metal enters into the construction 

of the hospital building and equipment .... there 
rust-resisting ARMCO Ingot Iron serves long and saves 
much for your clients. 


Cornices, conductor pipe, flashing, heating and ventilating 
ducts, stacks, kitchen equipment—these are some of the 
places where your specification of ARMCO Ingot Iron 
assures long, low-cost service. 

ARMCO Ingot Iron, being virtually freed of rust-promot- 
ing impurities, costs slightly more, initially, than less- pure 
ironsand steels. Yet the extra measure of service it gives 
means a far lower cost per year of service. 


The twenty-one year service record of ARMCO Ingot Iron 
is significant to the architect who must reduce costs, yet 
obtain attractiveness and durability in sheet metal con- 
struction. Shall we tell you more about this record? 


The American Rolling Mill Company 


Executive Offices, Middletown, Ohio 
Export: The ARMCO International Corporation 
Cable Address—ARMCO, Middletown, (O) 
District Offices 


Chicago Detroit Pittsburgh 
Cincinnati New York St. Louis 
Cleveland Philadelphia San Francisco 


4. Muncipal Hospital, Shawnee, Okla 


All sheet metal work of 











Ingot Iron. 
Installed 1920 


Okla. 
A RR NM C O 5. Kitchen of The Jewish Hospital, C 
nati, Ohio. 


INGOT IRON Ingot Iron 


Installed 1923 


ARMCO Ingot Iron 








Installed 1926 


The Architects: Sutton, Whitney & 


Dugan, Tacoma, Wash. 








The Architect: S. H. Lester, Shawnee, 


Ventilating hood and ducts of ARMCO 


The Engineer: Carl ]. Keifer,Cincinnati,O 


R ES | STS R U ST 6. ee General Hospital, 


All exterior sheet metal work of 
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but~why repeat our mistake? 


irs the old story over again, Mr. 
Ralston. I know you want to keep 
your costs down—every owner 
does. Frankly, I’m prejudiced 
against cheap pipe. Why, the pipes 
in the old building are the worry 
of my life; and they aren’t ten 
years old! I actually lie awake 
nights wondering where they’ll 
break next; and every morning 
when I get on the job, I’m almost 
afraid to ask how things are. 


Yes, but this new pipe is different, 
I'm convinced of that. The manu- 
facturers are a very big concern, 
you know—and very successful; and 
they've no end of evidence as to the 
merits of their product. Some well 



















known metallurgists consider it even 
better than wrought iron. The world 
hasn't stood still for ten years, Briggs; 
and there’s been a great improve- 
ment in pipe making. 


That’s just what we were told ten 
years ago, Mr. Ralston; and we 
changed from Byers to the cheaper 
pipe after our specifications had 
all been made up. The architects 
will bear me out in this, I’m sure. 
You remember, don’t you, Mr. 
Whitman? I thought so. 


I'd forgotten that. 


Oh, yes. Every known merit or 
advantage of Byers was supposed 
to be equalled or bettered, for less 
money. There’s nothing new in 
these techaical, metallurgical ar- 
guments, either. As for evidence, 
there’s just one evidence of the 
durability of pipe, I’ve learned, 
and that’s its length of life in 
actual service. 


Naturally, I don’t want to repeat old 
mistakes. Remember, though, that 
we stand to save a clean $2,000 on 
pipe alone. 


Two thousand dollars wouldn't 
pay our pipe repair bills for a 
single year. They’re burdensome 
now, and growing worse all the 
time. 


Well, you two seem to agree; and I'm 
glad these facts have been brought to 
my attention. Make it Byers. I want 
to save money, but not where the 
consequences are apt to be so dis- 
astrous. 


A. M. BYERS COMPANY 
Established 1864 Pittsburgh, Pa. 


Send for Bulletin No. 38 


The Installation Cost of Pipe.”” Contains 
cost analyses of scores of heating, plumbing, 
power and industrial pipe systems. Shows 
the high cost of replacing rusted pipe and 
the folly of using cheap pipe. 





BYERS PIPE 


GENUINE WROUGHT IRON 





Our Contribution 


to the art of Heating & Ventilation 
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IVE YEARS AGO when the Herman Nelson light weight, compact, indestruct- 

ible radiator was placed on the market, it was im mediately accepted as the greatest 
advance in the art of Heating and Ventilation in a generation. It has made possible 
heating and ventilation dependability and performance hitherto unattainable. 
The Herman Nelson Wedge Core Radiator is an exclusive feature ofall Herman Nel- 
son Heating and Ventilating Products and accounts for their unequaled performance. 


HEATING ‘ VENTILATING ‘ COOLING “ DRYING ~ CONDENSING 


THE HERMAN NELSON CORPORATION .« 





UNI\V/ENT 


for the ventila 
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tion of schools 
hospitals, offices 
and otherbuild PY 
ings presenting 
an acute venti 
lating problem 
RMAN 
LSON 
ISIDIE 
ATOR 
1¢ 
previ radial 
rad itor ¢ ibinets 
or ene losures 


Occupies no 





room 


makes possible any ral Sire { ageco 


Space and 


rative scheme or furniture arrange 


ment. Indestructible in service 

THE HERMAN NELSON 
yk ‘\ 4 (C 47 
UNM Ow 


UNIT @ HEATER 


It operates at 
steam pressures 





from 1to 150 Ibs 

and offers the bet 

ter and mort 

economi al Way 

of diffusing heat in Factories. R 
road Shops, Roundhouss Mi 
Warehouses, Garages. Gy 

and Industrial Buildings 


Herman Nelson 
Radiator Sections 
for Blast Heating and Cooling 


Indestruct bl. 


operating at a 
eam | 

f ltol I 
i rre i 

leak-proof 


May be arranged in bank 
any S} ecial problem of h ati 


cooling. 


Illinois 


Moline, 


Builders of Successful Heating and Ventilating ¥quipment for over 20 Years 








Sales and Service _ —— 
BELFAST, ME. UTICA SCRANTON SAGINAW CINCINNATI DE i NE 1 I Kk 
BOSTON BUFFALO PITTSBURGH ETROI!IT TOLE \ KEE BIRMIN¢ AM EX k iN t 
NEW HAVEN PHILADELPHIA CHARLOTTE, N.C. CLEVELAND INDIANAPOLIS GREE BAY ATLANTA KANSA ry R 
FW YORK CITY WASHINGTON, D.C. GRAND RAPIDS COLUMBUS CHICAGO MINNEAPOLIS MEMPHIS DENVE EA PEC ™ 












































Radiator (1) comes installed in a 
steel case (2) more substantial 
than the wall itself. The com- 
plete unit is ready to install in 
any standard wall or partition. 











The core 
R. rOR 


RADIATORS—yes, but out of sight—out of the way 


\T O LONGER need space wasting 
iN radiators intrude upon beauty 
in the home, office, or monumental 
building. An Architect's ideal has 
been made a reality by the Herman 
Nelson Invisible Radiator. 


Once walled in, this compact mod- 
ern heating unit offers all the ad- 
vantages of finest radiator heat, yet 
permits of unlimited scope in the 


arrangement of furniture or decora- 
tive scheme. 

Indestructible, rust-proof and leak- 
proof, it never requires service. Even 
freezing does not harm it. 

From the standpoint of comfort, 
Sanitation or investment, the 
Herman Nelson Invisible Radiator 
represents a new heating standard. 
Let us send you our book and com- 


plete data. The Herman Nelson 
Corporation, Moline, Llinois. 


HERMAN 
N ELS ON 


2v15Ible 
RADIATOR 


For Steam, Hot Water, Vapor or Vacuum Heating 
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EQUITABLE TRUST COMPANY BUILDING 
Repicers Fiore ina fone 
| =e oe 























AT THE 
‘Wortp’s FINANCIAL CENTER 


CROSS the street from where the first President of the United States took oath of office. 
and on one of the most valuable pieces of land in the world, a new and magnificent 
structure now towers far into the air. 


Within the shadow of its casting are the world’s most famous financial headquarters. Here 
will stand another landmark created by master minds of the architectural and engineering 
professions—emphasizing modern beauty and efficient design. 





Responsibility for such structures rests heavily. Every selection of materials will challenge 
the wisdom of their sponsors as time determines their service quality, adequacy and dura- 
bility. Many miles, many tons, of “ NATIONAL” Pipe have now become an integral part of 
this building. The reputation for general dependability, consistently appearing through- 
out tubular history from the earliest days of pipe making, gives every promise that this 
piping bears the same ratio to successful performance as the building itself. 




















NATIONAL TUBE COMPANY, PITTSBURGH, PA. 


District Sales Offices in The Larger Cities 
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NEW MOTOR 
Just Published BEVOAUTIONAIES 
__ ee UNIT HEATER INDUSTRY 


“ ite : | \ The speed of the Adjustable Varying Speed BaldorCon- 








ao 


denser Motor is controlled by a turn of the switch, 
thus providing for a variation of the number of heat 
units thrown off by the heater. This motor brings a 
new day to the unit heater industry. Motor is totally 


enclosed—waterproof. Once install- 









ed, needs practically no attention. 

Send for complete information. 

BALDOR ELECTRIC Co. 
4358 Duncan Ave. 

St. Louis, Mo. 














(| New Resiéad Edition 


of KERNERATOR Catalog 
in ready-to-file A. I. A. folder 


MOrE pages, more interesting illustrations, 
more helpful data, more authoritative 
than ever—a NEW edition of the Kernerator 
catalog, arranged for filing in accordance with 
the recommendations of the American Insti- 
tute of Architects. Important changes include: 














1. Rearrangement of Basement Layouts. 


2. Details on new Basement-Fed Kerner- 
ator for Homes Already Built. 


This new catalog illustrates the Kernerator 
and describes its adaptability for Homes, 
Apartment Buildings, Hospitals, Schools, 
Apartment Hotels, Clubs and other buildings. 














It shows all the standard Kernerator models, 


with different basement layouts for each No finer testimony 


model drawn to 4" scale; gives the capacity 
of each model, and information on the flue 











sizes and brick work required, and general to the excellence of Kitchen Maid 
construction details. Units can be found than the fact 
Tees tecmnadion Commie that, today, the name Kitchen Maid 
eon thas Uieninoeed setae, Whe is written into architects’ specifica- 
2 . = tions more often than any other 
KE 2 ) 5 GoW name in the field of built-in equip- 
THE CHIMNEY -F ED INCINERATOR ment for the kitchen. 
‘ . Wasmuth-Endicott Co., 1812 Snowden St., Andrews, Ind. 
For Garbage and Waste Disposal If in tow address Branch Office, Waterloo, Ontario 
Just pin a 7 
to your KERNER INCINERATOR CO. 


letterhead 715 E. Water St., Milwaukee, Wis. 


aia Send me a copy of the new 
al Kernerator Catalog N 17 
-+— arranged in A. I. A. folder. Se 
e: PUB UG a ccxnnnmannenentannitnngasibacemmeninintanvnmial a: 
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Dependable Information 
on Steel Products 


VERY district sales office of 

The Youngstown Sheet & 
Tube Company is a “consulting 
room” maintained for the service 
of users of steel. There you can 
go with any question regarding 
pipe, sheet-metal or electrical 
conduit with the assurance that 
it will receive the prompt, 
courteous attention of a specialist. 
A telephone call will bring this 








service. 
. np Bee BB 
Should your problem prove to be pp nme pe Pee PP 
ne G08 G8 
new or complex, these offices ah ble oh 
have at their immediate disposal - We ee 
all the facilities of The Youngs- ~  edieaad Oe ROS Be 


Os sme ae 


town Sheet & Tube Company’s 
= 1) oe 


modern research laboratories and 
skilled engineers. 


For sound advice on any problem 
in steel do not hesitate to call 





The Mil Building, San Antonio, lex., 

upon the nearest Youngstown im See Steel Pipe te aa 
lusively throughout. Architect, Geor 

office—they are there to serve Willis; General Contractor, L. T. Wright 


&Co.; Plumbing Contractor, A. H. Shafer 
you. 


THE YOUNGSTOWN SHEET AND TUBE COMPANY 


** Pioneer Manufacturers of Copperoid Steel”’ 
General Offices—YOUNGSTOWN, OHIO 


DISTRICT SALES OFFICES: 


ATLANTA—Healey Bldg. CLEVELAND—Union Trust Bldg. MINNEAPOLIS—Andrus Bldg. SAN FRANCISCO—55 New Montgomery St 
BOSTON —80 Federal St. DALLAS— Magnolia Bldg. NEW ORLEANS—Hibernia Bldg SAVANNAH-—M and M T Terminals 
BUFFALO—Liberty Bank Bldg. DENVER—Continental Oil Bldg NEW YORK—30 Church St. SEATTLE—Central Bldg. 
CHICAGO—Conway Bldg. DETROIT—Fisher Bldg. PHILADELPHIA—Franklin Trust Bldg. ST. LOUIS—1501 Locust St. 
CINCINNATI—Union Trust Bldg. KANSAS CITY,MO.--Commerce Bldg. PITTSBURGH—Oliver Eldg YOUNGSTOWN -—Stambaugh Bldg 

LONDON REPRESENTATIVE—The Youngstown Steel Products Co 

Dashwood House, Old Broad St., London, E. C. England 

PIPE SHEETS CONDUIT 


YOUNGSTOWR 
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MASSE MASTIC 





FLOOR NG. 


The record made by T-M-B in 
hundreds of schools, hospitals 
and offices over a period of 
years definitely establishes its 
satisfactory service. 





———— 


Floor Satisfaction Assured 
wit 


—great durability—ease of re- 
pair—pleasing color—these are 
the outstanding characteristics 
of T-M-B. 

Both first cost and mainte- 
nance cost are considerably 
lower than other types of ap- 
proved materials. 


T-M-B is manufactured and 
installed by one of the oldest 





A soft, velvety, rubber-like, and strongest companies in 
seamless surface—cleanliness the flooring field. 
z Admit tion 
ae Al | a . St — <= oe 
HT Aihtertin t ; & ow wa tng ” Avchitects 
Aan 433 LB Te . — q it ot r-M-B 
: Left Presbyterian H 
pital Denver Colorad 
8,00 sq. ft f T-M-B 
W. E. and A. A. Fisher, 








Architects 








THOS. MOULDING FLOOR CO. 


(Flooring Division—Thos. 


-Chicago—General Offices and Display Rooms 


165 W. Wacker Drive 


Moulding Brick Co.) 


Grand Central Terminal Building, New York 


Chamber of Commerce Building, Pittsburg 
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FOR THE SERVICE OF ARCHITECTS, 


ACOUSTICS 


R. Guastavino Co., 40 Court St., Boston. 
Akoustolith Plaster. Brochure, 6 pp., 8% x 11 ins. 
data on a valuable material. 


U. S. Gypsum Co., 205 W. Monroe St., Chicago, Il. 


Important 


A Scientific Solution of an Old Architectural Problem. Folder 
6 pp., 8% x 11 ins. Describes Sahinite Acoustical Plaster. 
AIR FILTERS 
Staynew Filter Corporation, Rochester, N. Y. 
Protectomotor High Efficiency Industrial Air Filters. Booklet, 
20 pp., 8% x 11 ins. Illustrated. Data on valuable detail of 


apparatus. 


BASEMENT WINDOWS 
Genfire Steel Company, Youngstown, Ohio 
Architectural Details. Booklet, 28 pp., 8% x 11 ins 
steel windows. A. I. A. File No. 16E. 


Details on 


BATHROOM FITTINGS 


A. P. W. Paper Co., Albany, N. Y. 
Onliwon for Fine Buildings. 


Folder, 8 pp., 34% x 6 ins. Illus 
trated. Deals with toilet paper fittings of metal and porcelain. 
Architects’ File Card. 8% x 11 ins. Illustrated. Filing card on 


toilet paper and paper towel cabinets. 


A Towel Built for Its Job. Booklet, 8 pp., 4% x 954 ins. Illus- 
trated. Paper Towel System and Cabinets. 
Cabinets and Fixtures. Booklet, 31 pp., 534 x 4% ins. Illustrated. 
Catalog and price list of fixtures and cabinets. 
BRICK 
American Face Brick Association, 1751 Peoples Life Building, 


Chicago, Il. 
Brickwork in Italy. 298 pages, size 7% x 10% ins., an attractive 


and useful volume on the history and use of brick in Italy 
from ancient to modern times, profusely tilusirated with 69 
line drawings, 300 half-tones, and 20 colorec mimies with a 
map of modern and XII century Italy. Boun: linen. Price 


now $3.00, postpaid (formerly $6.00). Half M> occo, $7.00. 

Industrial Buildings and Housing. Bound Volume, 112 , 
8% x 11 ins. Profusely illustrated. Deals with the planning of 
factories and employes’ housing in detail. Suggestions are 
given for interior arrangements, including restaurants and rest 
rooms. Price now $1.00, postpaid (formerly $2.00). 

Common Brick Mfrs. Assn. of America, 2134 Guarantee Title Bldg., 
Cleveland. ; 

Brick; How to Build and Estimate. Brochure, 96 pp., 8% x 11 
ins. Illustrated. Complete data on use of brick. 

The Heart of the Home. Booklet, 23 pp., 8% x 11 ins. 
trated. Price 25 cents. Deals with 
and chimneys. 

Skintled Brickwork. 
Tells how to 


; s. Illus- 
construction of fireplaces 


Brochure, 15 pp., 8% x 11 ins. Illustrated. 


secure interesting effects with common brick. 
Building Economy. Monthly magazine, 22 pp., 8% x 11 ins. 
Illustrated. $1 per year, 10 cents a copy. For architects, 
builders and contractors. 
CEMENT 


Carney Company, The, Mankato, Minn. 

A Remarkable Combination of Quality and 
20 pp., 8% x 11 ins. Illustrated. 
material. 

Kosmos Portland Cement Company, Louisville, Ky. 

Kosmortar for Enduring Masonry. Folder, 6 pp., 3% x 6% ins. 
Data on strength and working qualities of Kosmortar. 

Kosmortar, the Mortar for Cold Weather. Folder, 4 pp., 3% x 6% 
ins. Tells why Kosmortar should be used in cold weather. 

Louisville Cement Co., 315 Guthrie St., Louisville, Ky. 

BRIXMENT for Perfect Mortar. Self-filing handbook, 8% x 11 
ins. 16 pp. Illustrated. Contains complete technical descrip- 
tion of BRIXMENT for brick, tile and stone masonry, speci- 
fications, data and tests. 


Economy. Booklet, 
Important data on valuable 


Missouri Portland Cement Company, St. Louis, Kansas City, 
Memphis. 

Twenty-four Hour Cement. Booklet, 15 pp., 8% x 11 ins. TIllus- 

trated. Data on a cement which makes a quick-drying concrete. 


Precautions for Concrete Paving Construction in Cold Weather. 
Folder, 4 pp. 6 x 9 ins. 
Design and Control of 
8% x 11 ins. Illustrated. 
Concrete Paving Construction in Hot Weather. 
6x 9 ins. Illustrated. 
Pennsylvania-Dixie Cement Corp’n, 131 East 46th St., New York. 
Celluloid Computing Scale for Concrete and Lumber, 454 x 2% 
ins. Useful for securing accurate computations of aggregates 
and cement; also for measuring lumber of different sizes. 
Portland Cement Association, Chicago. 
Concrete Masonry Construction. Booklet, 47 pp., 8% x 11 ins. 
Illustrated. Deals with various forms of construction 


Concrete Mixtures. Booklet, 32 pp. 


Booklet. 11 pp. 





Selected List of Manufacturers’ Publications 


ENGINEERS, 


The publications listed in these columns are the most important of those issued by leading manufacturers identified with the 
building industry. They may be had without charge, unless otherwise noted, by applying on your business stationery to The 
Architectural F orum, 383 Madison Ave., New York, or the manufacturer direct, in which case kindly mention this publication. 


DECORATORS, AND CONTRACTORS 


CEMENT—Continued 


Town and Country Houses of Concrete Masonry. Booklet, 19 pp., 
8% x 11 ins. Illustrated. 


Facts About Concrete Building Tile. Brochure, 16 pp., 8'% x 
ins. Illustrated. 
The Key to Firesafe Homes. Booklet, 20 pp., 8% x 11 ins. Illus 


trated. 


Design and Control of Concrete Mixtures Brochure DI 
8% x 11 ins. Illustrated 

Portland Cement Stucco. Booklet, 64 pp., & x 3s 
trated. 

Concrete in Architecture. Bound Volume. 60 pp., 8 x 
Illustrated. An excellent work, giving views of exteriors 


interiors. 


CONCRETE BUILDING MATERIALS 
Kosmos Portland Cement Company, Louisville, Ky 


High Early Strength Concrete, Using Standard Cosn Portland 
Cement. Folder, 1 p., 8% x 11 ins. Complete data on securing 
high strength concrete in short time 

CONCRETE COLORINGS 
The Master Builders Co., 7016 Euclid Ave., Cleveland 

Color Mix, Colored Hardened Concrete Floors (integral) Br 
chure. 16 pp. 8% x 11 ins. Illustrated. Data on coloring for 
floors. 


Concrete Surface Hardener 
Illustrated. 


Dychrome. 


in Colors. Folder 4 py 
8 x 11 ins. 


Data on a new treatment 


CONSTRUCTION, FIREPROOF 
Master Builders Co., Cleveland, Ohio 
Color Mix. Booklet, 18 pp., 8% x 11 ins 
data on concrete hardener, 
permanent colors. 


National Fire Proofi 


Illustrated Valuable 
waterproofer and dustproofet 


Co., 250 Federal St., Pittsburgh, Pa 
Standard Fire Proofing Bulletin 171. 8% x 11 ins 32 pp. Illus 
trated. A treatise on fireproof floor 
Northwestern Expanded Metal Co., 
Chicago, Ill 
Northwestern Expanded Metal Products 


construction 


1234 Old Colony Building, 


Booklet. 8% x 1034 ins 


16 pp. Fully illustrated, and describes different products of 
this company, such as Kno-burn metal lath, 20th Century 
Corrugated. Plaster-Sava and Longspan lath channels, etc 
A. I. A. Sample Book. Bound volume, 8% x 11 ins., contains 
actual samples of several materials and complete data regard 

ing their use. 

CONSTRUCTION, STONE AND TERRA COTTA 

Cowing Pressure Relieving Joint Company, 100) North Wells St 


Chicago, Ill. 
Pressure Relieving Joint 
marble. Booklet. 

preventing cracks, 


for Buildings of 
16 pp., 8% x 11 ins 
spalls and breaks 


stone, ter 


rra cotta ¢ 
Illustrated Deals wit! 


DAMPPROOFING 
Genfire Steel Company, Youngstown, Ohio 
Waterproofing Handbook. Booklet. 8% x 11 ins. 80 py A: Ek. A 
File No. 7. Illustrated. Thoroughly covers subject of water 
proofing concrete, wood and steel preservatives, dusting and 
hardening concrete floors and accelerating the setting of 
crete. Free distribution. 

The Master Builders Co., 7016 Euclid Ave., Cleveland 
Waterproofing and Dampproofing Specification Manual. Booklet 
18 pp., 8% x 11 ims. Deals with methods and materials used 
Waterproofing and Dampproofing. 

scriptions and detailed 
building and concrete. 
Sonneborn Sons, Inc., L., 116 Fifth Ave., New York 
Specification Sheet, 8% x 11 ins. Descriptions and specifications 
of compounds for dampproofing interior and exterior surfaces 
The Vortex Mfg. Co., Cleveland, Ohio. 
Par-Lock Specification “Forms A and B” for dampproofing and 
plaster key over concrete and masonry surfaces 


g. File. 36 pp. C 
specifications for 


1 ’ 
omplete de 


materials 


used 


Par-Lock Specification “Form J” for dampproofing tile wall su 
faces that are to be plastered. 
Par-Lock Dampproofing. Specification Forms C and J 


Sheets 8% x 11 ins. Data on gun-applied asphalt damy proofir 


for floors and walls. 


ik 


DOORS AND TRIM, METAL 


The American Brass Company, Waterbury, Conn 
Anaconda Architectural Bronze Extruded Shapes. Bro 
180 pp., 8% x 11 ins., illustrating and describing m 
2,000 standard bronze shapes of cornices, jamb casings. 
ings, etc. 
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SELECTED LIST OF MANUFACTURERS’ 


DOORS AND TRIM, METAL—Continued 
Richards-Wilcox Mfg. Co., Aurora, II! 


Fire-Doors and Hardware. Booklet. 8% x 11 ins. 64 pp. Illus 
trated. Describes entire line of tin-clad and corrugated fire 
ors, complete with automatic closers, track hangers and all 
the latest equipment—all approved and labeled by Underwriters’ 


Laboratories 
Truscon Steel Company, Youngstown, Ohio 
Copper Alloy Steel Doors Catalog 110. Booklet, 48 pp. 8%x1l 
ins. Illustrated 


DOORS, SOUNDPROOF 


Irving Hamlin, Evanston, Ill 
The vanston Soundproof Door Folder, 8&8 pp., 8 x 11 ins 
Illustrated. Deals with a valuable type of door 
DUMBWAITERS 
Sedgwick Machine Works, 151 West 15th St., New York 
Catalog and Service Sheets. Standard snecifications, plans and 
prices tor various types, etc. 4% x 8% ins. 60 pp. Illustrated 
Catalog and pamphlets, 8% x 11 ins. Illustrated. Valuable data 


on dumbwatiters. 


ELECTRICAL EQUIPMENT 
Baldor Electric Co., 4358 Duncan Avenue, St 
Saldor Electric Motors Booklet, 14 pp., 8 

Data regarding motors 


Louis 
x 10% ins. Illustrated 


General Electric Co., Merchandise Dept., Bridgeport, Conn 


Wiring System Specification Data for Apartment Houses and 
Apartment Hotels. Booklet, 20 pp. 8&8 x 10 ins. Illustrated 
“Electrical Specification Data for Architects.’’ Brochure, 36 pp., 
5 x 10% ins. Illustrated. Data regarding G. E. wiring mate 


rials and their 
“The House of a 
ins. Illustrated 


use 


Hundred Comforts.” 
Dwells on 


Booklet, 40 pp., 8 x 10% 


importance of adequate wiring 


Pick & Company, Albert, 208 West Randolph St., Chicago, III 
School Cafeterias. Booklet. 9 x 6 ins. Illustrated. The design 
und equipment of school cafeterias with photographs of instal 
lation and plans for standardized outfits 


Westinghouse Electric & Mfg. Co., East 


Pittsburgh, Pa 


Electric Power for Buildings Brochure. 14 pp., 8% x 11 ins 
Illustrated. A publication important to architects and engi 
neers 

Variable-Voltage Central Systems as applied to Electric Eleva 
tors. Booklet, 13 pp., 8% x 11 ins. Iliustrated. Deals with 
ind important detail of elevator mechanism 

Modern Electrical Equipment for Buildings. Booklet, 8% x 11 


ins. Illustrated sts many useful appliances 


Electrical Equipment for Heating and Ventilating Systems 
Booklet, 24 pp., 8% x 11 ins. Illustrated. This is ‘Motor 
Application Circular 7379.” 

Westinghouse Panelboards and Cabinets (Catalog 42-A) Booklet, 


32 pp., 8% x 11 ins. 
details of equipment 


Illustrated. Important data on these 


Beauty; Power; Silence; Westinghouse Fans (Dealer Catalog 45) 
Brochure, 16 pp., 8% x 11 ims. Illustrated. Valuable infor 
mation on tans and their uses 

Electric Range Book for Architects (A. I. A. Standard Classi 
fication 31 G-4). Booklet, 24 pp., 8% x 11 ins. Illustrated 
Cooking apparatus for buildings of various types 

Westinghouse Commercial Cooking Equipment (Catalog 280) 


Booklet, 32 pp., 8% Equipment for cook 


ing on a large scale 


x 11 ins. Illustrated 


Electric Appliances (Catalog 44-A). 32 pp., 8% x 11 ins 
with accessories for home use 


Deals 


ELEVATORS 


Otis Elevator Company, 260 Eleventh Ave., 
Otis Push Button Controlled Elevators 
8% x ll ins Full details of 
controllers for 


New York, N. Y 
Descriptive leaflets 
Illustrated. machines, motors and 
these types 
Otis Geared and Gearless Traction. Elevators of All Types. De 
scr.ptive leailets x ll ins Illustrated Full details of 
machines, motors and controllers for these types 
Escalators 
use ol 


Booklet. 8% x 11 ins. 22 pp. Illustrated. Describes 
escalators in subways, department stores, theaters and 
industrial buildings. Also includes elevators and dock elevators 


Richards-Wilcox Mfg. Co., Aurora, IIl. 


Elevators Booklet 2 x ll ins. 24 pp. Illustrated Describes 
complete line of “Ideal’’ elevator door hardware and checking 
devices, also automatic safety devices 

Sedgwick Machine Works, 151 West 15th St., New York, N. Y 


Catalog and descriptive pamphlets, 4% x 8% ins. 70 pp. Illus 
trated. Descriptive pamphlets on hand power freight elevators, 
sidewalk elevators, automobile elevators, et 


Catalog and pamphlets. 8% x 11 ins. Illustrated. Important data 
on different types of elevators 
ESCALATORS 
Otis Elevator Company, 260 Eleventh Ave., New York, N. Y 
Escalators. Booklet, 32 pp. 8% x 11 ins. Illustrated. A valua 
ble work on an important item of equipment 


FIREPROOFING 


Concrete Engineering Co., Omaha, Nebr. 
“Handbook of Fireproof Construction.” 


: Booklet, 53 pp., 8% x ll 
ins. Valuable work on methods of fi 


fireproofing. 
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FIREPROOFING—Continued 


Genfire Steel Company, Youngstown, Ohio. 
i Illustrated. Gives 


Fireproofing Handbook, 8% x 11 ins. 32 pp. 
methods of construction, specifications, data on Herringbone 
metal lath. steel, tile, Trussit solid partitions, steel joists. 


Self-Sentering formless concrete construction. 
North Western Expanded Metal Co., 407 South 

Chicago. ; ; : 

A. I. A. Sample Book. Bound volume, 8% x 11 ins. Contains 

actual samples of several materials and complete data regard 
use 


Dearborn St., 


ing their 


FLOOR HARDENERS (CHEMICAL) 


Master Builders Co., Cleveland, Ohio 


Concrete Floor Treatment. File, 50 pp. Data on Securing hard- 


ened dustproof concrete. 
Concrete Floor Treatments—Specification Manual. Booklet, 23 
pp., 8% x 11 ins. Illustrated. Valuable work on an important 


subject. 
Sonneborn Sons, Inc., L., 116 Fifth Ave., New York, N. Y. ; 
Lapidolith, the liquid chemical hardener. Complete sets of speci- 
fications for every building type in which concrete floors are 
used, with descriptions and results of tests. 


FLOORS—STRUCTURAL 
Truscon Steel Co., Youngstown, Ohio 
Truscon Floretyle Construction. Booklet. 8% x 11 ins. 16 pp 
Illustrations of actual jobs under construction. Lists of prop 
erties and information on proper construction. Proper method 
of handling and tables of safe loads 


Structural Gypsum Corporation, Linden, N. J 


Gypsteel Pre-cast Fireproof Floors. Booklet, 36 pp., 8% x 11 ins 
Illustrated. Data on flooring. 
FLOORING 
Armstrong Cork Co. (Linoleum Division), Lancaster, Pa. 

Armstrong’s Linoleum Floors. Catalog. 8% x 11 ims. 40 pp. 
Color plates. A technical treatise on linoleum, including table 
of gauges and weights and specifications for installing lino- 
leum floors. 

Armstrong’s Linoleum Pattern Book, 1927. Catalog. 3% x 6 ins. 
272 pp. Color Plates. Reproduction in color of all patterns of 
linoleum and cork carpet in the Armstrong line 


Book. 3% x 5% ins. Showing all and 


the Armstrong line of linoleums. 


Quality Sample 
thicknesses in 


gauges 


Linoleum Layer’s Handbook. 5 x 7 ins. 32 pp. Instructions for 


lit eum avers and others interested in learning most satis- 
factory methods of laying and taking care of linoleum. 
Enduring Floors of Good Taste. Booklet. 6 x 9 ins. 48 pp. 


Illustrated in color. Explains use of linoleum for offices, stores, 
etc., with reproductions in color of suitable patterns, also speci 
fications and instructions for laying. 
Blabon Company, Geo. W., Nicetown, 
Planning the Color Schemes for your Home. Brochure illus 
trated in color; 36 pp., 7% x 10% ins. Gives excellent sug 
gestions for use of color in flooring for houses and apartments 
Handy 
ples ot 


Philadelphia, Pa. 


Quality Sample Folder of Linoleums. Gives actual sam- 
“Battleship Linoleum,”’ cork carpet, “‘Feltex,”’ etc 
Booklet illustrated in color; 128 pp., 3% x 8% 
f large number of linoleums 


Blabon’s Linoleum. 
ins. Gives patterns of a 
Blabon’s Plain Linoleum and Cork Carpet. Gives quality 
ples, 3 x 6 ins. of various types of floor coverings. 
Bonded Floors Company, Inc., 1421 Chestnut St., Philadelphia, Pa 
A series of booklets, with full color inserts showing standard 
colors and designs. Each booklet describes a resilient floor 
material as follows: 
Battleship 


sam 


Linoleum. Explains the advantages and uses of this 


durable, economical material 
Marble-ized (Cork Composition) Tile. Complete information on 
cork-composition marble-ized tile and many artistic effects 


obtainable with it. 
Treadlite (Cork Composition) Tile 
patterns of this adaptable cork 
Cork Tile 


Shows a variety of colors and 
composition flooring 


Natural Description and color plates of this super 
quiet, resilient floor. 

Resilient Floors in Schools. Resilient Floors in Scores. Resilient 
Floors in Hospitals. Resilient Floors in Offices. Resilient 


Floors in Apartments and Hotels. 
Illustrated. 


Booklets, 8 pp., 8% x 11 ins. 

Specifications for Resilient Floors 
8% x 11 ins. Illustrated. 
installing battleship 
tile. 


Leather bound booklet, 48 pp., 
Practical working specifications for 
linoleum, cork composition tile and cork 


Carter Bloxonend Flooring Co., Keith & Perry Bldg., Kansas City, 


Mo 


Bloxonend Flooring. Booklet. 3% x 6% ins. 20 pp. Illustrated. 
Describes uses and adaptability of Bloxonend Flooring to con- 
crete, wood or steel construction, and advantages over loose 
wood blocks. 


File Folder. 9% x 11% ins. For use in connection with A. I. A. 
system of filing. Contains detailed information on Bloxonend 
Flooring in condensed loose-leaf form for specification writer 
and drafting room. Literature embodied in folder includes 
standard Specification Sheet covering the use of Bloxonend in 
general industrial service and Supplementary Specification 
Sheet No. 1, which gives detailed description and explanation 
of an approved method for installing Bloxonend in gymnasiums, 
armories, drill rooms and similar locations where maximum 
resiliency is required. 
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Co-operating with Co-operative apartments 






































EAR the northern city limits of 

Chica go, surrounding three sides 
of a fifteen acre park that once di- 
vided the lands of the United States 
from those of the Chippewa, Ottawa, 
and Pottawatomie tribes, is the In- 
dian Boundary Park Co-operative 
Apartment Development. 





When completed, this project will 
comprise seven large apartment build- 
ings, COntaining 327 Co-operative 
homes in one of Chicago's exclusive 
residential neighborhoods. 


A Jennings Vacuum Heating Pump is 
installed on the heating systems. By 
helping the radiation respond quickly 
to varying heating demands, this 
pump contributes to the comfort of 
the owner occupants. By enabling the 
heating systems to serve with sub- 
stantial savings in boiler fuel, it also 
is CO-Operating with the owners in 
keeping operation within the esti- 
mated budget. 


Park Gables, one of seven buildings comprising 


the Indian Boundary Park Co-operative Apartment . Ft i 
Development, Chicago, Ill. Gubbins, McDonnell i Px a i! . — alnn 
¢” Blietz, realtors. Mr. James F. Denson, ro he ¥ 

| poe ee| oS a" 
Architect. ‘ el ie —— a 

" . J 
Py v w , 

Motor-driven Jennings Vacuum Heating Pump : i ae | 
is installed on the return line of the vacuum steam ies 
heating system in Park Gables. — > _ 


| Re RE 








Jennings Pumps 


THE NASH ENGINEERING CO 12 WILSON ROAD, SOUTH NORWALK CONN. 
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SELECTED LIST OF MANUFACTURERS’ 


FLOORING—Continued 
Thomas Moulding Floor Co., 165 W. Wacker Drive, Chicago 
Better Floors. Folder. 4 pp. 11% x 13% ins. Illustrated. Floors 
for office, administration and municipal buildings. 


Better School Floors. Folder, 4 pp., 11% x 13% ins. Illustrated. 

Characteristics, Specifications and Uses. Brochure. 16 pp. 11% 
x 13 ins. Illustrated. Data on floors 
Structural Gypsum Corporation, Linden, N. ] 

Gypsteel Pre-cast Fireproof Floors Booklet, 36 pp., 8% x 1l 


Illustrated. Data « 
U. S. Gypsum Co., Chicago 


ins m floorings 





Pyrobar Floor Tile. Folder. 8% x 11 ins. Illustrated. Data on 
building floors of hollow tile and tables on floor loading 
United States Quarry Tile Co., Parkersburg, W. Va 
Quarry Tiles for Floors. Booklet, 119 pp., 8% x 11 ins. Illus- 
trated. General catalog. Details of patterns and trim for floors. 
Art Portfolio of Floor Designs. 9% x 12% ins. Illustrated in 
colors. Patterns of quarry tiles for floors 
U. S. Rubber Co., 170 Broadway, New York 
Period Adaptations for Modern Floors. Brochure. 8 x 11 ins. 
60 py Richly illustrated A valuable work on the use of 
rubber tile for flooring in interiors of different historic styles 
FURNITURE 
American Seating Co., 14 E. Jackson Blvd., Chicago, Il 
Ars Ecclesiastica Booklet. 6 x 9 ins. 48 pp. Illustrations of 
church fitments in carved wood 
Theatre Chairs Booklet. 6 x 9 ins. 48 pp. Illustrations of 
theater chairs 
Kittinger Co., 1893 Elmwood Ave., Buffalo, N. Y 
Kittinger Club & Hotel Furniture Booklet. 20 pp. 6% x 9% 
ins. Illustrated. Deals with fine line of furniture for hotels, 
clubs, institutions, schools, etc 


Kittinger Club and Hotel Furniture. Booklet. 20 pp. 6 x 9 ins. 


Illustrated. Data on furniture for hotels and clubs 
A Catalog of Kittinger Furniture. Booklet, 78 pp., 14 x 11 ins. 
Illustrated. General Catalog 
McKinney Mfg. Co., Pittsburgh 
Forethought Furniture Plans. Sheets, 6% x 9 ins., drawn to 


%-inch scale. An ingenious device for determining furniture 


arrangement 
New York Galleries, Madison Avenue and 48th Street, New York 


A group of Distinguished Interiors. Brochure, 4 pp., 8%4 x 11% 
ins. Filled with valuable illustrations 
GARAGES 
Ramp Buildings Corporation, 21 East 40th St.. New York 
Building Garages for Profitable Operation. Booklet. 8% x 11 ins. 
16 pp. Illustrated Discusses the need for modern mid-city 


parking garages, and describes the d’Humy Motoramp system 
of design, on the basis of its superior space economy and _ fea- 
tures of operating convenience Gives cost analyses of garages 


of different sizes, and calculates probable earnings 
Garage Design Data. Series of informal bulletins issued in loose 
leaf form, with monthly supplements 


GLASS CONSTRUCTION 


Adamson Flat Glass Co., Clarksburg, W. Va 
Quality and Dependability. Folder, 2 pp., 8% x 11 ins. Illus- 
trated. Data in the company’s product 
Libbey-Owens Sheet Glass Co., Toledo, Ohio 
Flat Glass. Brochure, 11 pp., 5% x 7% ins. Illustrated. History 
of manufacture of flat, clear, sheet glass. 
Mississippi Wire Glass Co., 220 Fifth Ave., New York. 
Mississippi Wire Glass. Catalog. 37% x 8% ins. 32 pp. Illus- 
trated. Covers the complete line 
GREENHOUSES 
William H. Lutton Company, 267 Kearney Ave., Jersey City, MN. J. 
Greenhouses of Quality. Booklet, 50 pp., 8% x 11 ings  IIlus- 
trated. Conservatories making use of Lutton Patented Gal- 
vanized Steel V-Bar. 
HARDWARE 
P. & F. Corbin, New Britain, Conn 
Early English and Colonial Hardware. Brochure, 8% x 11 ins. 
An important illustrated work on this type of hardware 
Locks and Builders’ Hardware. Bound Volume, 486 pp., 8% x 11 
ins. An exhaustive, splendidly prepared volume. 
Colonial and Early English Hardware. Booklet, 48 pp. 8% x 
ll ins. Illustrated. Data on hardware for houses in these styles. 


Cutler Mail Chute Company, Rochester, N. Y 


Cutler Mail Chute Model F. Booklet. 4 x 9% ins. 8 pp.  IIlus- 
trated 
McKinney Mfg. Co., Pittsburgh 
Forged Iron by McKinney. Booklet. 6 x 9 ins. L[llustrated. 
Deals with an excellent line of builders’ hardware 


Brochure, 6 x 
f lanterns 
Richards-Wilcox Mfg. Co., Aurora, II! 
Distinctive Garage Door Hardware 
Illustrated. Complete information 
illustrations on different kinds of 


¥ ins 
lor various 


Forged Lanterns by McKinney 
Describes a fine assortment « 


Illustrated 
uses 


Booklet, 8% x 11 ins. 65 pp 
accompanied by data and 
garage door hardware 


Distinctive Elevator Door Hardware. Booklet, 89 pp., 16 x 10% 
ins. Illustrated 

Russell & Erwin Mfg. Co., New Britain, Conn 
Hardware for the Home. Booklet, 24 pp., 3% x 6 ins. Deals 


hardware 


residence 


with 
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HARDWARE—Continued 


Door Closer Booklet. Brochure, 16 pp., 3% x 6 ins. 
valuable detail. Garage Hardware Booklet, 12 pp., 
Hardware intended for garage use. 

Famous Homes of New England. Series of folders on old homes 
and hardware in style of each. 


Data on a 
3% x 6 ins 


HEATING EQUIPMENT 


American Blower Co., 6004 Russell St., Detroit. 
Heating and Ventilating Utilities. A binder containing a large 


number of valuable publications, each 8% x 11 ins., on these 
important subjects. 
American Radiator Company, The, 40 West 40th St., N = » 

Ideal Boilers for Oil Burning. Catalog 5% x 8% ins. 36 pp. Illus- 
trated in 4 colors. Describing a line of Heating Boilers espe 
cially adapted to use with Oil Burners. 

Corto—The Radiator Classic. Brochure, 5% x 8% ins. 16 pp. 
Illustrated. A brochure on a space-saving radiator of beauty 
and high efficiency. 

Ideal Arcola Radiator Warmth. Brochure, 6% x 9% ins. Illus 
trated. Describes a central all-on-one-floor heating plant with 
radiators for small residences, stores, and offices 
How Shall I Heat My Home? Brochure, 16 pp., 5% x 8% ins 
Illustrated. Full data on heating and hot water supply 

New American Radiator Products. Booklet, 44 pp., 5 x 734 
ins. Illustrated. Complete line of heating products. 

A New Heating Problem. Brilliantly Solved. Broadside. 4 pp 


10% x 15 ins. Illustrated. Data on the IN-AIRID invisible air 


valve. 

In-Airid, the Invisible Air Valve. Folder. 8 pp. 3% x 6 ins 
Illustrated. Data on a valuable detail of heating. 

The 999 ARCO Packless Radiator Valve. Folder. 8 pp. 3% x 
6 ins. Illustrated. 


James B. Clow & Sons, 534 S. Franklin St., Chicago 


Clow Gasteam Vented Heating System. Brochure, 24 pp. 8% x 
11 ins. Illustrated. Deals with a valuable form of heating 
equipment for using gas. 

C. A. Dunham Company, 450 East Ohio St., Chicago, IIl. 

Dunham Radiator Trap. Bulletin 101, 8 x 11 ins. 12 pp. Illus 
trated. Explains working of this detail of heating apparatus 

Dunham Packless Radiator Valves. Bulletin 104, 8 x 11 ins 
8 pp. Illustrated. A valuable brochure on valves. 

Dunham Return Heating System. Bulletin 109. 8 x 11 ins. Illus 
trated. Covers the use of heating apparatus of this kind 

Dunham. Vacuum Heating System. Bulletin 110. 8 x» 11 ins 


12 pp. Illustrated. 

The Dunham Differential Vacuum Heating System 
Brochure. 8 pp. 8 x 11 ins. Illustrated. Deals 
for small buildings. 


Bulletin 114 
with heating 


Bulletin 115 


The Dunham Differential Vacuum Heating System. 
i with heating 


Brochure. 12 pp. 8 x 11 ins. Illustrated. Deals 
for large buildings. 


Excelso Products Corporation, 119 Clinton St., Buffalo, N. Y 


Excelso Water Heater. Booklet. 12 pp. 3 x 6 ins. Illustrated 
Describing the new Excelso method of generating domestic 
hot water in connection with heating boilers. (Firepot Coil 
eliminated.) 

The Fulton Sylphon Company, Knoxville, Tenn. 
Sylphon Temperature Regulators. Illustrated brochures, 8% x 


11 ins., dealing with general architectural and industrial appli 
cations; also specifically with applications of special instruments 


Sylphon Heating Specialties. Catalog No. 200. 192 pp. 3% x 6% 
ins. Important data on heating. 
S. T. Johnson Co., Oakland, Calif. 
Bulletin No. 4A. Brochure. 8 pp., 8% x 11 ins. Illustrated 


Data on different kinds of oil-burning apparatus 


Bulletin No. 31. Brochure. 8 pp. 8% x 11 ins. Illustrated 
Deals with Johnson Rotary Burner With Full Automatic 
Control. 

Kewanee Boiler Corporation, Kewanee, III. 
Kewanee on the Job. Catalog. 8% x 11 ins. 80 pp. Illustrated 


Showing installations of Kewanee boilers, water heaters, radi 
ators, etc. 

Catalog No. 78. 6 x 9 ins. Illustrated. Describes Fewanee Fire 
box Boilers with specifications and setting plans 

Catalog No. 79. 6x9 ins. Illustrated. Describes Kewanee power 
boilers and smokeless tubular boilers with specifications. 


May Oil Burner Corp., Baltimore, Md. 


Adventures in Comfort. Booklet. 24 pp. 6 x 9 ins. Illustrated. 
Non-technical data on oil as fuei. 

Taking the Quest out of the Question. Brochure. 16 pp. 6 x 9 
ins. Illustrated. For home owners interested in oil as fuel 


McQuay Radiator Corporation, 35 East Wacker Drive, Chicago, Ill 
McQuay Visible Type Cabinet Heater. Booklet. 3 pp. 8% x 11 
ins. Illustrated. Cabinets and radiators adaptable to decora- 
tive schemes. 
McQuay Concealed 
Illustrated. 
McQuay Unit Heater. Booklet. 8 pp 6x11 
Gives specifications and radiator capacities. 
Milwaukee Valve Co., Milwaukee, Wis 
MILVACO Vacuum & Vapor Heating System. 
tins, 8% x 11 ins. Illustrated. 


Radiators. Brochure. 3 pp. 8% x 11 ins 


gt ins. Illustrated 


Nine 4-p. bulle 
Important data on heating 


MILVACO Vacuum & Vapor Heating Specialties. Nine 4-p 
bulletins. 8% x 11 ins.. Illustrated. Deal with a valuable line 
of specialties used in heating. 

Modine Mfg. Company, Racine, Wis. 

Thermodine Unit Heater. Brochure. 24 pp. 8% x 11 ins. Illus 

trated. Apparatus for industrial heating and drying 
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SYLPHON PACKLESS EXPANSION JOINTS ARE 
STEAM TIGHT and FREE FROM JAMMING RISK 


Eliminate Story Height 
Space Wasting “Expansion 
Loops” 


— dependable Sylphon Bellows as 

the heart of the Sylphon Packless 
Expansion Joint provides a continuous yet 
flexible barrier to steam escape. The 
Sylphon Packless Expansion Joint easily 
installed in the vertical riser, allows abso- 
lutely no leakage, and operates for years 
without attention. 


It obviates the use of packed or “slid- 
ing sleeve” expansion joints almost 
impossible to repack in the case of a 
riser concealed in furring. 











Far Superior to Joints 
Stuffed With Commercial 
Packing 


| aenemed by architects, engineers and 

contractors, Sylphon Packless Expan- 
sion Joints are giving perfect satisfaction 
in many structures. They make for heating 
efficiency, save fuel and repair costs. Let 
us send you details of notable installations, 
and complete data, sizes, prices and ship- 
ping weights. 


Your request for information implies 
no obligation on your part. Corre- 
spondence relative to any Sylphon 
Temperature or Pressure Control 
Specialty will be welcome. Write for 
Bulletin F J 100. 
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SELECTED LIST OF MANUFACTURERS’ 


HEATING EQUIPMENT—Continued 


Thermodine Cabinet Heater. Booklet. 12 pp 
trated Cabinet heaters buildings of different 


Nash Engineering Company, South Norwalk, Conn. 


Illus- 


8% x 11 ins 


for kinds. 


No. 37. Devoted to Jennings Hytor Return Line Vacuum Heat- 
ing Pumps, electrically driven, and supplied in standard sizes 
up to 300,000 square feet equivalent direct radiation. 

No. 16. Dealing with Jennings Hytor Air Line Heating Pumps. 

No. 17. Describing Jennings Hytor Condensation Pumps, sizes 
up to 70,000 square feet equivalent direct radiation. 

No. 25. Illustrating Jennings Return Line Vacuum Heating 
Pumps. Size M, for equivalent direct radiation up to 5,000 
square feet 

National Radiator Corporation, Johnstown, Pa. 
Aero Radiators; Beauty and Worth. Catalog 34. Booklet. 6 x 9 


ins., 20 pp., describing and illustrating radiators and accessories. 


Book- 


Six Great Companies Unite to Form a Great Corporation. 


let, 27 pp., 8% x 10% ins. Illustrated. Valuable data on heat- 
ing. 

Heating Homes the Modern Way Booklet, 8% x 11% ins. Illus- 
trated. Data on the Petro Burner 

Residence Oil Burning Equipment. Brochure, 6 pp., 8% x 11 ins. 


Illustrated. Data regarding Petro 
proved by Investigating Committee of Architects and Engineers. 
Oil Heating Institute, 420 Madison Ave., New York 
What about the Supply of Oil Fuel? Booklet, 16 pp., 
Illustrated. 


Petroleum Heat & Power Co., 511 Fiith 
Petro Mechanical Oil Burner & Air 
8% x 11 ins. Illustrated. Data on 
Petro Burners 
Present Accepted Practice in Domestic Oil 
4 pp., 8% x 11 ins. Illustrated. A reprint 
Ventilating Magazine. 


Sarco Company, Inc., 183 Madison Ave., New York City, N. Y. 
Steam Heating Specialties. Booklet, 6 pp., 6 x 9 ins. IIlus- 
trated. Data on Sarco Packless Supply Valves and Radiator 
Traps for vacuum and vapor heating systems. 
Equipment Steam Traps and Temperature Regulations. 
6 pp., 6 x 9 ins. Lllustrated. Deals with Sarco 
for hospital, laundry and kitchen 


Burner in a bulletin ap- 


5% x 8 ins. 


New York. 
Booklet, 23 pp., 
installations of 


Avenue, 
Register 
industrial 


Folder, 
Heating and 


Burners 
from 


Booklet, 
Steam Traps 
fixtures and the Sarco Self- 


contained Temperature Regulation for hot water service tanks. 
B. F. Sturtevant Company, Hyde Park, Boston, Mass. 
Tempervane Heating Units, Catalog 363. Booklet, 44 pp., 8% 
x 11 ins. Illustrated. Data on “Heating Every Corner with 
Maximum Economy.” 
Trane Co., The, La Crosse, Wis 
Bulletin 14. 16 pp. 8% x 10% ins. Covers the complete line of 
Trane Heating Specialties, including Trane Bellows Traps, and 
Trane Bellows Packless Valves 
Bulletin 20. 24 pp. 8% x 10% ins. Explains in detail the opera- 
tion and.construction of Trane Condensation. Vacuum, Booster, 
Circulating, and similar pumps 
How to Cut Heating Costs. Booklet, 18 pp., 8% x 11 ins. Illus 
trated. 
HOSPITAL EQUIPMENT 
The Frink Co., Inc., 24th St. and Tenth Ave., New York City 
Catalog 426. 7 x 10 ins. 16 pp. A booklet illustrated with pho- 
tographs and drawings, showing the types of light for use in 
hospitals, as operating table reflectors, linolite and multilite 
concentrators, ward reflectors, bed lights and microscopic 
reflectors, giving sizes and dimensions, explaining their par- 
ticular fitness for special uses 
Holophane Company, 342 Madison Avenue, New York 
Lighting Specific for Hospitals. Booklet, 29 pp. 8% x 11 ins. 
Illustrated 
The International Nickel Company, 67 Wall St., New York, N. Y. 


Hospital Metal. Booklet. 


types of equipment 
its adoption, with 


Applications of Monel 
16 pp. Illustrated. Gives 
Metal is used, reasons for 
equipment. 

The Pick-Barth Companies, Chicago 

Some Thoughts About Hospital Food Service Equipment. 
let, 21 pp., 74% x 9% ins. Valuable 

Wilmot Castle Company, Rochester, 

Sterilizer Equipment for Hospitals. Book, 76 pp., 
Illustrated. Gives important and complete data on 
tion of utensils and water, information on dressings, 

Brochure, 12 pp., 8% x 11 ins 

use of architects and contractors. 
Booklet, 16 11 


11% ins. 
Monel 
such 


81% x 
in which 
sources of 
and New York 
Book- 
data on an important subject. 
N. ¥ 
8% x 11 ins. 
steriliza- 
etc 
Sterilizer Specifications 
tical specifications for 
Data Sheets 


Prac- 


Architects’ pp., 8% x ins. Illus- 


trated. Information on piping, venting, valving and wiring for 
hospital sterilizer installations 
Hospital Sterilizing Technique. Five booklets. 8 to 16 pp. 6 x 9 
ins. Illustrated. Deals specifically with sterilizing instruments, 
dressings, utensils, water, and rubber gloves 
HOTEL EQUIPMENT 
Pick & Company, Albert, 208 West Randolph St., Chicago, II 
Some Thoughts on Furnishing a Hotel. Booklet. 7% x 9 ins 
Data on complete outfitting of hotels 
INCINERATORS 
Home Incinerator Co., Milwaukee, Wis 
The Decent Way. Burn it with Gas. Brochure, 30 pp., 54% x 7% 
ins. inside. Illustrated. Incinerator sanitation cucikenme for 


residence use. 


PUBLICATIONS—Continued from page 152 


INCINERATORS—Continued 

&. I. A. File. 12 pp., 8% x 10% ins. inside. 
architect on incineration, showing installation 

Specialized Home Comforts Service Plan Book. 
ins. inside, illustrated. A complete outline of the 
vantages of incineration. 

Blue Star Standards 
inside. Illustrated, 
covering heat, 


Kerner Incinerator Company, 715 E. 


Suggestions for 
and equipment. 
40 pp., 8% x ll 
many ad- 


16 pp., 5% x 8% 
Blue Star 
etc. 


Milwaukee, Wis. 


ins. 
principles, 


in Home Building. 
explaining fully the 
incineration, refrigeration, 


Water St., 


Incinerators (Chimney-fed). Catalog No. 15 (Architect and 
Builders’ Edition). Size 8% x 11 ins. 16 pp. Illustrated. De- 


scribes principles and design of Kernerator Chimney-fed Incin- 
erators for residences, apartments, hospitals, schools, apartment 
hotels, clubs and other buildings. Shows all standard models 
and gives general information and working data. 


Sanitary Elimination of Household Waste, booklet, 4 x 9 ins. 
16 pp. Illustrated. Gives complete information on the Ker- 
nerator for residences. 

Garbage and Waste Disposal for Apartment Buildings, folder, 
8% x 11 ins. 16 pp. Illustrated. Describes principle and de- 
sign of Kernerator-Chimney-fed Incinerator for apartments 


and gives list of buildings where it has been installed. 

Booklet. 4 x 9 ins. 
part of hospital 
Gives list of 


Disposal of Waste in Hospitals. 
12 pp. Illustrated. Shows how this necessary 
service is taken care of with the Kernerator. 
hospitals where installed. 


Sanitary 


(Chimney-fed) Booklet. Catalog No. 17. 
Illustrated. Data on a valuable detail of 


The Kernerator 
8% x 11 ins. 
ment. 


20 pp. 
equip- 


INSULATING LUMBER 


Masonite Corporation, 111 West Washington St., Chicago, IIl. 
Booklet, 12 pp., 8% x 11 ins. Illustrated. Gives complete speci- 
fications for use of insulating lumber and details of construction 
involving its use. 


INSULATION 
Armstrong Cork & Insulation Co., Pittsburgh, Pa. 

The Insulation of Roofs with Armstrong’s Corkboard. Booklet. 
Illustrated. 7% x 10% ins. 32 pp. Discusses means of insu- 
lating roofs of manufacturing or commercial structures. 

Insulation of Roofs to Illustrated book- 
let. 7% x 10% ins. on valuable line 
of roof insulation. 

Filing Folder for Pipe Covering Data. 

rules. 
“The Cork Lined House Makes a Comfortable Home.” 
32 pp. Illustrated. 
Acumen s Corkboard. Insulation for Walls and Roofs of Build- 
ngs. Booklet, 66 pp., 9% x 11% ins. Illustrates and describes 
use of insulation for structural purposes. 


Condensation. 
Gives full data 


Prevent 
36 pp. 


Made in accordance with 


5 x 7 ins. 


Cabot, Inc., Samuel, Boston, Mass. : 
Cabot’s Insulating Quilt. Booklet. 7% x 10% ins. 24 pp. Illus- 
trated. Deals with a valuable type of insulation. 
Structural Gypsum Corporation, Linden, N. J. 
Heat Insulation Value of Gynsteel. Folder, 4 pp., 8% x 11 ins. 
Brochure, by Charles L. Norton, of M. I. T. 
JOISTS 
Bates Expanded Steel Truss Co., East Chicago, Ind , 
Catalog No. 4. Booklet, 32 pp., 8% x 11 ins. Illustrated Gives 
details of truss construction with loading tables and specifica- 
tions. 
Genfire Steel Company, Youngstown, Ohio 
Steel Joists. 8% x 11 ins. 32 pp. A. I. A. File Number 13G. 
Illustrated. Complete data on T-Bar and Plate-Girder joists, 
including construction details and specifications. 


KITCHEN EQUIPMENT 


The International Nickel Company, 67 Wall St., New York, N. Y. 


Hotels, restaurants and Cafeteria Applications of Monel Metal 
Booklet. 8% x 11 ins. 32 pp. Illustrated. Gives types of 
equipment in which Monel Metal is used, with service data 
and sources of equipment. 

Pick & Company, Albert, 208 W. Randolph St., Chicago, Ill. 


School Cafeteria Portfolio. 17 x 11 ins. 44 pp. Illustrated. An 
exhaustive study of the problems of school feeding, with copious 
illustrations and blue prints. Very valuable to the architect. 


School Cafeterias. Booklet. 9 x 6 ins. Illustrated. The design 


and equipment of school cafeterias with photographs of in- 
stallation and plans for standardized outfits. 
LABORATORY EQUIPMENT 
Alberene Stone Co., 153 West 23rd Street, New York City 
Booklet 8% x 11% ins., 26 pp. Stone for laboratory equipment, 


stair treads, 

Duriron Company, Dayton, Ohio. 
Duriron Acid, Alkali and Rust-proof Drain Pipe and Fittings. 
Booklet, 8% x 11 ins., 20 pp. Full details regarding a valuable 
form of piping. 


shower partitions, etc. 


LANTERNS 
Todhunter, Arthur, 119 E. 57th St., New York. 
Hand Wrought Lanterns. Booklet. 5% x 6% ins. 20 pp. IIlus- 
trated in Black and White. With price list. Lanterns appro- 


priate for exterior and interior use, designed from old models 
and meeting the requirements of modern lighting. 
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THE 


Home of Mr. Earle W. Vinnedge, 


Wyoming, Ohio, insulated with 


11% inches Armstrong’s Corkboard 


onthe walls and 2 inches on the roof. 


Gas Bill 427 Less 


in this Cork ined House 


T is not at all unusual for a home owner to 

find, after he has lined his new home with 
Armstrong’s Corkboard, that the added comfort 
and the fuel saving are even greater than he had 
been led to expect. The following letter from 
Mr. Earle W. Vinnedge, of Wyoming, Ohio, is 
a typical illustration: 

“The deciding factor in my choice of your 
corkboard was the anticipated saving of fuel 
during the winter months. At the time of our 
discussion as to its merits, you advised that I 
could reasonably expect saving of about 35% 
in fuel costs, providing the proper type of heater 
was installed. This saving has been actually 
much greater than estimated and | find that 
my first winter’s results represent a saving of 
about 42% over the average fuel used for an 
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uninsulated house the size of mine. These 
results have been obtained from the Commercial 
Department of the Union Gas & Electric Com- 
pany of Cincinnati. 

““My home has been made more comfortable 


to live in both summer and winter and all of 


your statements, which were considered some- 
what extravagant, have more than _ proved 
themselves.” 

If you haven’t a copy of Armstrong’s catalog 
and specification book in your files, send for one 
at once. It contains much valuable data on the 
use and performance of Armstrong’s Corkboard 
in residence construction. Address Armstrong 
Cork & Insulation Company, 132 Twenty-fourth 
Street, Pittsburgh, Pa.; McGill Building, 
Montreal; 11 Brant Street, Toronto 2. 










Armstrong's Corkboard Insulation 





for the Roofs of All Kinds of Buildings 
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SELECTED LIST OF MANUFACTURERS’ PUBLICATIONS—Continued from page 154 


LATH, METAL AND REINFORCING 
Genfire Steel Company, Youngstown, Ohio 


Herringbone Metal Lath Handbook. 8% x 11 ins. 32 pp. Illus 
trated. Standard specifications for Cement Stucco on Herring 
bone. Rigid Metal Lath and interior plastering 

National Steel Fabric Co., Pittsburgh 

Better Walls for Better Homes. Brochure. 16 pp 7% x 11% 
ins. Illustrated. Metal lath, particularly for residences 

Steeltex for Floors. Booklet. 24 pp. 8% x 11 ins. Illustrated 
Combined reinforcing and form for concrete or gypsum floors 
and roots 

Steeltex Data Sheet No. 1 Folder. 8 py 8% x 11 ins. Illus 
trated Steeltex for floors on steel joists with round top chords. 

Steeltex Data Sheet No. 2. Folder, 8 py 84% x 11 ins Illus 
trated. Steeltex for floors on steel sts with flat top flanges 

Steeltex Data Sheet No. 3. Folder. 8 pp. 8% x 11 ins. Illus 
trated. Steeltex for folders on wood joists 

Northwestern Expanded Metal Co., 1234 Old Colony Building, 
Chicago, Il. 

Northwestern Expanded Metal Products. Booklet, 81% x 10% ins., 
) py Fully illustrated, and describes different products of 
his company, such as Kno-burn metal lath, 20th Century 
Corrugated. Plasta-saver and longspan lath channels, et< 

Longspan Y-inch Rib Lath. Folder 4 pp., 8% x 11 ins. Tllus 
trated Deals with a new type of V-Rib expanded metal 

A. I. A. Sample Book. Bound volume, & x 11 ins. Contains 
actual samples of several materials and complete data regard 
ing their use 

Norwest Metal Lath. Folder. & x 11 ins. Illustrated. Data 
on Flat Rib Lath 

Truscon Steel Company, Youngstown, Ohio 

Truscon 44-inch Hy-Rib for Roofs, Floors and Walls. Booklet, 
8% x 11 ins., illustrating Truscon %4-inch Hy-Rib as used in in- 
dustrial buildings. Plates of typical construction. Progressive 
steps of construction. Specification and load tables 


LAUNDRY CHUTES 


The Pfaudler Company, 217 Cutler Building, Rochester, N. Y 
Pfaudler Glass-Lined Steel Laundry Chutes. Booklet, 5% x 7% 
ins. 16 pp. Illustrated. A beautifully printed brochure de 
scribing in detail with architects’ specifications THE PFAUD 


LER GLASS LINED STEEL LAUNDRY CHUTES 


views of installations and list of 


Contains 
representative examples 


LAUNDRY MACHINERY 
American Laundry Machinery Co., Norwood Station, Cincinnati, Ohio 


Functions of the Hotel and Hospital Laundry. Brochure, 8 pp., 
84 x 11 ins. Valuable data regarding an important subject. 
LIBRARY EQUIPMENT 


Art Metal Construction Co., Jamestown, N. Y 
Planning the Library for Protection and Service 
52 pp. 8% x 11 ins Illustrated. Deals with library 
different kinds 


Brochure 
fittings of 


Library Bureau Division, Remington Rand, N. Tonawanda, N. Y 
Like Stepping into a Story Book. Booklet. 24 pp. 9 x 12 ins 
Deals with equipment of Los Angeles Public Library. 

LIGHTING EQUIPMENT 
The Frink Co., Inc., 24th St. and 10th Ave., New York City 

Catalog 415, 8% x ll ins. 46 pp. Photographs and scaled cross 

sections. Specialized bank lighting, screen and partition re 


flectors, double and single desk reflectors 
Holophane Company, Inc., 342 Madison Ave., 
The Lighting of Schools: A Guide to Good 
24 pp. 8% x 11 ins. Illustrated 
Lighting Specifications for Hospitals 


and Polaralite Signs 
New York 
Practice 


Booklet, 


Brochure, 30 pp. 8% x 11 


ins. Illustrated. 
Industrial Lighting Bulletin 448A Booklet, 24 pp. 8% x 11 ins 
Illustrated 
Holophane Catalog Booklet, 48 pp. 8% x 11 ins Combination 
catalog and engineering data book 
The Lighting of Schools A Guide to Good Practice. Booklet 


24 pp. 8% x ll 
Smyser-Royer Co., 1700 Walnut Street, Philadelphia 
Catalog “J” -on Exterior Lighting Fixtures Brochure, illus 
trated, giving data on over 300 designs of standards, lanterns 
and brackets of bronze or cast iron 


Todhunter, 119 East 57th St., New York 


ins. Illustrated 


Lighting Fixtures, Lamps and Candlesticks 


! 24 pp. 8% x 11 ins 
Illustrated. Fine assortment of lighting accessories 
LUMBER 
National Lumber Mfrs. Assn., Washington, D. C 
Use of Lumber on the Farm Booklet, 38 pp., 8% x 11 ins 
Illustrated 
MAIL CHUTES 
Cutler Mail Chute Company, Rorchester, N. Y 
Cutler Mail Chute Model F Booklet 4 x 9% ins 8 pp 
Illustrated. 
MANTELS 
Arthur Todhunter, 119 FE. 57th St.,. New York, N. Y 
Georgian Mantels. New Booklet. 24 pp., 54 x 6% ins. A fully 


illustrated brochure on eighteenth century mantels Folders 
give prices of mantels and illustrations and prices of fireplace 
equipment 


MARBLE 


The Georgia Marble Company, Tate, Ga.. New York Office, 1328 
Broadway 
Why Georgia Marble is Better. Booklet. 334 x 6 ins. Gives 
analysis, physical qualities, comparison of absorption with 


granite, opinions of authorities, etc 


Convincing Proof 34 x 6 ins. 8 pp. Classified list of buildings 
and memorials in which Georgia Marble has been used, with 
names of Architects and Sculptors 


MARBLE—Continued 


Hurt Building, Atlanta; Senior High School and Junior College, 
i Details 


Muskegon, Mich. Folders, 4 pp. 8% x 11 ins 
METALS 
The International Nickel Company, 67 Wall St., New York, N. Y 
The Choice of a Metal Booklet, 6% x 3 ins. 166 pp. Illus 
trated. Monel Metal—its qualities, use and commercial forms, 
briefly described 


MILL WORK—See also Wood 


Curtis Companies Service Bureau, Clinton, Iowa 


Architectural Interior and Exterior Woodwork. Standardized 
Book. 9x 11% ins. 240 pp. Illustrated. This is an Architects’ 
Edition of the complete catalog of Curtis Woodwork, as de 


signed by ‘Trowbridge & Ackerman. Contains many color 


plates 
Better Built Homes. 
40 pp. Illustrated 


i) 


Vols. XV-XVIITI incl tooklet. 9 x 
Designs for houses of five to eight rooms, 
respectively, in several authentic types, by Trowbridge & 
Ackerman, architects for the Curtis Companies 
Curtis Details Booklet, 19% x 23 ins 20 pp 
Complete details of all items of Curtis woodwork, for 
of architects. 
Hartmann-Sanders Company, 21 Elston 
Column Catalog, 7% x 10 ins 48 pp 
prices on columns 6 to 36 ins. diameter, 
illustrations of columns and installations 
The Pergola Catalog 7% x 10 ins. 64 pp. Illustrated. Cor 
tains illustrations of pergola lattices, garden furniture in wood 
and cement, garden accessories 


Roddis Lumber and Veneer Co., Marshfield, Wis 


ins 


Illustrated 
the 


use 


Ave., Chicago, I 
Illustrated ( 
various 


l 
‘ontains 
designs and 


QI 


Roddis Doors. Brochure, 24 pp., 54 x 8% ins. Illustrated price 
list of doors for various types of buildings 

Roddis Doors, Catalog G Booklet, 183 pp., 8% x 11 ins. Com 
pletely covers the subject of doors for interior use 

Roddis Doors for Hospitals. Brochure, 15 pp., 8% x 11 ins 


Illustrated work on hospital doors 
Roddis Doors for Hotels. Brochure, 15 pp., 8% x 11 ins. 
Illustrated work on doors fer hotel and apartment buildings 
Clinton Metallic Paint Co., Clinton, N. Y 


Clinton Mortar Colors. Folder. 8% x 11 ins. 4 pp. Illustrated 
in colors, gives full information concerning Clinton Mortar 
Colors with specific instructions for using them 

MORTAR AND CEMENT COLORS 

Color Card. 6% x 3% ins. IIlustrates in color the ten shades in 
which Clinton Mortar Colors are manufactured. 

Something new in Stucco Folder, 3% x 6 ins. An interesting 
folder on the use of coloring matter for stucco-coated walls 

ORNAMENTAL PLASTER 
Jacobson & Co., 241 East 4th St., New York. 
A book of Old English Designs. Brochure. 47 plates. 12 x 9 


ins. Deals with a fine line of decorative plaster work 
Architectural and Decorative Ornaments. Cloth bound volume 
183 plates. 9 x 12 ins. 18 plates. Price, $3.00. A general 
catalog of fine plaster ornaments 
Geometrical ceilings Booklet. 23 plates 7 x 9 ims An im 


portant work on decorative plaster ceilings 


PAINTS, STAINS, VARNISHES AND WOOD FINISHES 
Cabot, Inc., Samuel, Boston, Mass. 


Cabot’s Creosote Stains. Booklet. 4 x 8% ins. 16 pp. Illus- 
trated. 

National Lead Company, 111 Broadway, New York. N. Y 
Handy Book on Painting. Book, 5% x 3% ins. 100 pp. Gives 


directions and formulae for painting various surfaces of wood, 
plaster, metals, etc., both interior and exterior. 
Red Lead in Paste Form. Booklet, 6% x 3% ins. 16 pp. 
trated. Directions and formulae for painting metals. 
Came Lead. Booklet, 834 x 6 ins. 12 pp. Illustrated. 
various styles of lead cames. 


Pratt & Lambert, Inc., Buffalo, N. Y 


Illus 


Describes 


Specification Manual for Paint, Varnishing and Enameling. 
Booklet, 38 pp., 7% x 10% ins Complete specifications for 
painting, varnishing and enameling interior and exterior wood, 


plaster, and metal work. 
Sherwin-Williams Company, 601 Canal Rd., Cleveland, Ohio 


Painting Concrete and Stucco Surfaces. Bulletin No. 1. 8% x 11 
ins. 8 pp. Illustrated. A complete treatise with complete 


specifications on the subject of Painting of Concrete and Stucco 


Surfaces. Color chips of paint shown in bulletin. 
Enamel Finish for Interior and Exterior Surfaces. Bulletin No. 


2, 8% x 11 ins. 12 pp. Illustrated. Thorough discussion, in 
cluding complete specifications for securing the most satis 
factory enamel finish on interior and exterior walls and trim 
Painting and Decorating of Interior Walls Bulletin No. 3 
8% x 11 ins. 20 pp. Illustrated. An excellent reference book 
on Flat Wall Finish, including texture effects, which are taking 
the country by storm. Every architect should have one on file 
Protective Paints for Metal Surfaces. Bulletin No. 4. &% x 11 
ins. 12 pp. Illustrated. A highly technical subject treated in 
a simple, understandable manner 
Sonneborn Sons, Inc., L., Dept. 4, 116 Fifth 
Paint Specifications. Booklet, 8% x 10% ins 
U. S. Gutta Percha Paint Co., Providence, R. 
Barreled Sunlight. Booklet, 8% x 11 ins. Data on “Barreled Sun 
light” with specifications for its use. 
Valentine & Co., 456 Fourth Ave., New York 
How to Use Valspar. Illustrated booklet, 32 
Deals with domestic uses for Valspar 
How to Keep Your House Young. Illustrated brochure, 23 pp., 
7 x 8% ins. A useful work on the upkeep of residences 
Architectural Four-Hour Varnishes and Enamels. Booklet, 8 pp., 
4% x 6 ins. Data on a useful line of materials. 


Avenue., New York 


4 pp 


pp., 334 x 8 ins 
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bour Tube Aero Radiator. The slender tubes make it charming 
and efficient; provide the scientifically correct ratio of 
air space to beating area. 


Five Tube Aero 
waits; & THE RADIATOR 
model fis nds its field : 





Three Tube Aero 
Radiator. Grace- 
ful, and pleasing, 

it is particularly 
adaptedtonarrow 


Six Tube Aero Seven Tube Aero 
Radiator. “Pro- Radiator. A unit 
vides an unusual with tremendous 
ag tg oprapias capes 


of use in all gen- 


eral applications: ing surface, but whichisusedwhere 


corridors,and 


rooms w here Space 
is at a premium. 


Homes, schools, 
apartments, offices 
and everywhere. 


= THAT SET NEW « 
$ STAN DARDS ---~ ; 


$009 9OOOOOOOSOOOO OOOO 


being only anne 
inches wide takes 
up very little space. 


space limitations 
will not permit 
a long radiator. 


Baltimore, Md.—2600-2622 Matthews St. 
Cincinnati, O.—3530-36 — Grove Ave. 
Omaha, Neb.—108-112 S. Tenth St. 





Aero, the National Radiator, was 
the first to successfully combine 
beauty and efficiency, and revolution- 
ized the cast iron radiator industry. 
Aero created a new appreciation of 
what radiators should be. Aero 
pioneered in standardization, intro- 
ducing —in five models—a type 
and style for every application. 


For more than six years, Aero, the 
National Radiator, has led the field 
consistently. Imitated and followed, 
today it is the only tube type radi- 
ator whose value and dependability 
have beet. proven over a period of 
years in all types of buildings all 
over the nation. Aero, a National 
Product, is the National Radiator. 


MANUFACTURER OF RADIATORS AND BOILERS 
Nine Plants devoted to National Service through these Branch Offices and Warehouses: 


Chicago, Ill.—2445 N. Keeler Ave. 
ilwaukee, Wis.—124-130 Jefferson St. 
Richmond, Va.—3032 Norfolk St. 


Indianapolis, Ind.—431 W. Georgia St. 
Philadelphia, Pa.—121 N. Broad S: 
Washington, D. C.—2205 Fifth St., N. E 


THE NATIONAL 


Cleveland, Ohio—935 E. 63rd St. 
New York, N. Y.—55 W. 42nd St. 


St. Louis, Mc.-—1942 Central Industrial Ave. 





RADIATOR 


NATIONAL Rapiator CorPorATION 


Boston, Mass.—93-97 Oliver St. Buffalo, N. Y.—259-265 Delaware Ave 
Johnstown, Pa.—221 Central Ave« 


Pittsburgh, Pa.—1509 Arrott Bidg. 
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SELECTED LIST 


PAPER 


A. P. W. Paper Co., Albany, N. ¥ 
“Here's a Towel Built for Its Job.” 
Deals with “Onliwon” paper towels 


OF 


Folder, 8 pp., 4 x 9 ins 


PARCEL DELIVERY DEVICES 
Receivador Sales Company, Grand Rapids, 
Architects’ Portfolio Booklet, 12 py 8% x 11 ins Illustrated 
Deals with delivery problems and their solution 
PARTITIONS 
Circle A. Products Corporation, New Castle, Ind 


Circle A. Partitions Sectional and Movable Brochure Illus 
trated. 8% x 11% ins. 32 pp Full data regarding an im 
portant line of partitions, along with Erection Instructions for 


partitions of three different types. 


Hauserman Company, E. F., Cleveland, 
Hollow Steel Standard Partitions 
Illustrated Give full data on 
tions, together with details, 


Ohio. 
Various folders, 8% 
different types of 
elevations and 


x 11 ins 
steel parti 
specifications 

Improved Office Partition Company, 25 Grand St., Elmhurst, L. I 


Telesco Partition. Catalog. 8% x 11 ins. 14 pp. Illustrated. 
Shows typical offices laid out with Telesco partitions. cuts of 
finished partition units in various woods. Gives specifications 


and cuts of buildings using Telesco. 


Detailed Instructions for erecting Telesco Partitions. Booklet 
24 pp. 8% x 11 ins. Illustrated. Complete instructions, with 
cuts and drawings, showing how easily Telesco Partition can 


be erected 
Richards-Wilcox Mfg. Co., Aurora, III. 
Partitions. Booklet. 7 x 10 ins. 32 pp 
complete line of track and 
parallel, accordion and flush 
U. S. Gypsum Co., Chicago. 
Pyrobar Partition and Furring Tile 
pp Illustrated. Describes use and 
for inner partitions. 


Describes 
styles of sliding 


Illustrated 
hangers for all 
door partitions 


Booklet. 8% x 11 ins. 24 
advantages of hollow tile 


PIPE 
American Brass Company, Waterbury, Conn 
Bulletin B-1. Brass Pipe for Water Service. 8% x 11 ins. 28 
pp. Illustrated. Gives schedule of weights and sizes (I.P.S.) 
ot seamless brass and copper pipe, shows typical installations 
of brass pipe, and gives general discussion of the corrosive 
effect of water on iron, steel and brass pips 


American Rolling Mill Company, Middletown, 
How ARMCO Dredging Products Cut 
6 x 9 ins. Data on dredging pipe 
Clow & Sons, James B., 534 S. Franklin St., 
Catalog “A.” 4 x 16% ins. 700 pp 

line of steam, gas 


Ohio 
Costs. Booklet, 16 pp., 


Chicago, III 
Illustrated. Shows a full 
and water works supplies 
Cohoes Rolling Mill Company, Cohoes, N. Y. 
Cohoes Pipe Handbook. Booklet, 40 pp., 5 x 7! 


ins. Data on 
wrought iron pipe. 


Duriron Company, Inc., Dayton, Ohio. 
Duriron Acid, Alkali, Rust-proof Drain Pipe 
let, 20 pp., 8% x 11 ims., illustrated. 
valuable line of pipe. 
National Tube Co., Frick 
“National” Bulletin No. 2 
ins 24 pp. 


Book ° 


data on a 


and Fillings 
Important 


Building, Pittsburgh, Pa. 
Corrosion of Hot Water Pipe. 

Illustrated In this bulletin is 
most important research dealing with hot 
text matter consists of seven 
this subject. 

‘National”’ Bulletin No. 3 


8% x ll 
summed up the 
water systems. The 
investigations by authorities on 


The Protection of Pipe Against In 
ternal Corrosion, 8% x 11 ins. 20 pp. Illustrated. Discusses 
various causes of corrosion, and details are given of the de- 
activating and deaerating systems for eliminating or retarding 
corrosion in hot water supply lines. 

“National” Bulletin No. 25. “National” Pipe in Large Build- 
ings. 8% x ll ins. 88 pp. This bulletin contains 254 illustra 
tions of prominent buildings of all types, containing “National” 
Pipe, and considerable engineering data of value to architects, 
engineers, etc. 

Modern Welded Pipe. Book of 88 pp. 8% x 11 ins., 
illustrated with halftone and line engravings of the 
operations in the manufacture of pipe. 


profusely 
important 


PLASTER 


Best Bros. Keene’s Cement Co., Medicine Lodge, Kans 


Information Book. Brochure, 24 pp., 5 x 9 ins. Lists grades 
of plaster manufactured; gives specifications and uses for 
plaster. 

Plasterers’ Handbook. Booklet, 16 pp., 3% x 5% ins. A small 
manual for use of plasterers 

Interior Walls Everlasting. Brochure, 20 pp., 6% x 9% ins 
Illustrated. Describes origin of Keene’s Cement and views of 
buildings in which it is used. 

PLUMBING EQUIPMENT 
Cc. F. Church Mfg. Co., Holyoke, Mass 


Catalog S. W.-3 Booklet, 95 pp., 7% x 10% ins. 
Data on Sani-White and Sani-Black toilet 
Clow & Sons, James B., 534 S. Franklin St., Chicago, III. 
Catalog “M.” 9% x 12 ins. 184 pp. Illustrated. Shows complete 
line of plumbing fixtures for Schools, Railroads and Industrial 
Plants. 


Illustrated. 
seats. 


MANUFACTURERS’ 


PUBLICATIONS—Continued from page 156 


PLUMBING EQUIPMENT—Continued 


Crane Company, 836 S. Michigan Ave., Chicago, II. 


Plumbing Suggestions for Home Builders. Catalog. 3 x 6 ins. 
80 pp. Tllustrated. 
Plumbing Suggestions for Industrial Plants. Catalog. 4 x 6% 
ins. 34 pp. Lllustrated. 
Planning the Small Bathroom. Booklet. 5 x 8 ins. Discusses 
planning bathrooms of small dimensions. 

John Douglas Co., Cincinnati, Ohio. 

Douglas Plumbing Fixtures. Bound Volume. 200 pp. 8% x ll 
ins. Illustrated. General catalog. 
Another Douglas Achievement. Folder. 4 pp. 8% x 11 ins. 

Illustrated. Data on new type of stall. 
Hospital. Brochure. 60 pp. 8% x 11 ins. Illustrated. Deals 
with fixtures for hospitals. 


Duriron Company, Dayton, Ohio. 
Duriron Acid, Alkali and Rust-Proof Drain 
Booklet, 8% x 11 ins., 20 pp. 

form of piping. 
Imperial Brass Mfg. Co., 1200 W. 
Watrous Patent Flush Valves, 


Pipe and Fittings. 
Full details regarding a valuable 


Harrison St., Chicago, Il. 

Duojet Water Closets, Liquid 
Soap Fixtures, etc. 8% x 11 ins., 136 pp., loose-leaf catalog, 
showing roughing-in measurements, etc. 

Maddock’s Sons Company, Thomas, Trenton, N. 

Catalog “K.” 10% x 7% ins. 242 pp. Illustrated. " Complete data 

on vitreous china plumbing fixtures with brief history of Sani 
tary Pottery. 


Speakman Company, Wilmington, Del 


Catalog K. Booklet, 150 pp., 8% x 10% ins. Illustrated. Data 
on showers and equipment details. 
Trenton Potteries Company, Trenton, N. J. 
The Blue Book of Plumbing. Bound volume. 181 pp. 8% x 
10% ins. Illustrated. 
PUMPS 


Kewanee Private Utilities Co., 442 Franklin 7... 
Bulletin E. 7% x 10% ims. 32 pp. 
plete descriptions, with all necessary 
Pumps, Indian Brand Pneumatic 
Systems, as installed by Kewanee 
The Trane Co., LaCrosse, Wis. 
Trane Small Centrifugal Pumps. Booklet. 
Complete data on an important type of 
Weil Pump Co., 215 W. Superior St., 
Pumps. Booklet, 8% x 11 ins. 
with specifications on 
condensation, 


Kewanee, Ill 
Illustrated. Catalog. Com- 
data, on Standard Service 
Tanks, and Complete Water 
Private Utilities Co. 


3% x 8 ins. 16 pp. 
pump. 
Chicago. 
Illustrated. Individual 
sewage ejectors, and bilge, 
booster and boiler feed pumps. 
Ramp Buildings Corporation, 21 East 40th St., New 
Building Garages for Profitable Operation. Booklet. 
16 pp. Illustrated Discusses the need for 
parking garages, and describes the d’Humy 
of design, on the basis of its superior space 
tures of operating convenience. Gives cost analyses of garages 
of different sizes, and calculates probable earnings 
Garage Design Data. Series of informal bulletins issued in loose 
leaf form, witn monthly supplements. 


bulletins 
house, 


York. 

8% x 11 ins 
modern mid-city, 
Motoramp system 
economy and fea 


REFRIGERATION 


The Fulton Syphon Company, Knoxville, 
Temperature Control of Refrigeration 
8% x 11 ins. Illustrated. 
water, etc. 


Tenn. 
Systems. Booklet, 8 pPp.. 
Deals with cold storage, chilling of 


REINFORCED CONCRETE—See also Construction, Concrete 


Genfire Steel Company, Youngstown, Ohio. 
Self-Centering Handbook. 8% x 11 ins. 36 pp. Illustrated. 
Methods and specifications on reinforced concrete floors, 


roofs 
and floors with a combined form and reinforced material. 
Truscon Steel Company, Youngstown, Ohio. 
Shearing Stresses in Reinforced Concrete Beams. Booklet. 8% x 


11 ins. 12 pp. 


North Western Expanded Metal Company, Chicago, Ill. 

Designing Data. Book. 6 x 9 ins. 9% pp. Illustrated. Covers 
the use of Econo Expanded Metal for various types of rein- 
forced concrete construction. 

Longspan %-inch Rib Lath. Folder 4 pp., 8% 


x 11 ins. Illus- 


trated. Deals with a new type of V-Rib expanded metal. 
ROOFING 
The Barrett Company, 40 Rector St., New York City. 
Architects’ and Engineers’ Built-up Roofing Reference Series; 
Volume IV Roof Drainage System. Brochure. 63 pp. 8% x 
11% ins. Gives complete data and specifications for many 
details of roofing. 
Bird & Son, Inc., E. Walpole, Mass. 
Bird’s Roofs. Folder, 16 pp., 3% x 6 ins. Illustrated. Data of 


roofing materials. 
Heinz Roofing Tile Co., 1925 West Third 
Plymouth-Shingle Tile with Sprocket Hips. Leaflet, 8% x 11 ins. 
Illustrated. Shows use of English shingle tile with special hips 
Italian Promenade Floor Tile. Folder, 2 pp., 8% x 11 ins. Illus- 
trated. Floor tiling adapted from that of Davanzati Palace. 
Mission Tile. Leaflet, 8% x 11 ins. Illustrated. Tile such as 
are used in Italy and southern California. 
Georgian Tile. Leaflet, 8% x 11 ins. Illustrated. 
in old English and French farmhouses. 


Avenue, Denver. 


Tiling as used 
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Exclusive Features 
found only in the Brunswick Closet Seats 
















Brunswick now offers 
a complete line 


Brunswick Wood Seats 
Brunswick White 
Sheet-covered Seats 
Brunswick 
Whale-bone-ite Seats 



















Reinforced Cushion Edge on 
Brunswick White Seat 
Makes what has been the weakest part 
of a sheet-covered seat the strongest! 


HE experience which has made Bruns- 
wick’s Whale-bone-ite Seat the standard 
of quality, in closet seats, is now applied 
to other types of seats. The result: con- 
struction features that will give you longer 





Hinge on the Whale-bone-ite Seat 
Makes the hinge of this finest of closet seats as 
permanent and indestructible as the seat itself. 


service, greater value for your money. It 
pays now to consult Brunswick's catalog 
no matter what type of closet seat you are 
looking for. Don’t accept a substitute for 
Brunswick Closet Seats. 


WHALE-BONE-ITE seat 


THE BRUNSWICK-BALKE-COLLENDER COM PANY:CHICAGO 


Albany Boston Chicago Dallas Detroit Kansas City Minneapolis Philadelphia San Francisco Tampa 
Atlanta Buffalo Cincinnati Denver Harrisburg Los Angeles New Orleans Pittsburgh Seattle Washington 
Birmingham Charlotte Cleveland Des Moines Houston El Paso 


Ottawa 
Toronto 


New York Richmond St. Louis Montreal Havana 


If you do not have our catalog, write today for a copy. Address Dept. 320 
Seat Department, 623 South Wabash Avenue, Chicago 
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SELECTED LIST OF MANUFACTURERS’ 


ROOF ING—Continued 


Ludowici-Celadon Company, 
“Ancient” Tapered Mission Tiles. Leaflet. 
Illustrated. For architects who desire 
ordinary, this leaflet has been prepared. Describes briefly the 
“Ancient” Tapered Mission Tiles, hand-made with full corners 
and designed to be applied with irregular exposures 


Structural Gypsum Corporation, Linden, N. J 
Relative Effectiveness of Various Types of Roofing Construction 
in Preventing Condensation of the Under Surface. Folder, 
4 pp., 8% x 11 ins. Important data on the subject. 


Ave., Chicago, Ill 
8% x ll ins. 4 pp 
something out of the 


104 So. Michigan 


Gypsteel Pre-cast Fireproof Roofs fooklet, 48 pp., 8% x 11 ins 
Illustrated. Information regarding a valuable type of roofing 
U. S. Gypsum Co., Chicago, Ill 
Pyrobar Roof Construction. Booklet. 8 x 11 ins. 48 pr Illus 
trated Gives valuable data on the use of tile in roof con 
struction 
Sheetrock Pyrofill Roof Construction. Folder. 8% x 11 ins 
llustrated Covers use of roof surfacing which is poured in 
place. 
SEWAGE DISPOSAL 
Kewanee Private Utilities, 442 Franklin St., Kewanee, II! ; 
Specification Sheets. 7% x 10% ins. 40 pp. Illustrated. Detailed 
drawings and specifications covering water supply and sewage 
disposal systems. 
SCREENS 
American Brass Co., The, Waterbury, Conn 
Facts for Architects About Screening Illustrated folder, 9% x 
11% ins., giving actual samples of metal screen cloth and data 
on fly screens and screen doors. 
Athey Company, 6015 West 65th St., Chicago, III 
The Athey Perennial Window Shade. An accordion pleated win 
dow shade, made from translucent Herringbone woven Coutil 
cloth, which raises from the bottom and lowers from the top 
It eliminates awnings, affords ventilation, can be dry-cleaned 
and will wear indefinitely 


Orange Screen Co., Maplewood, N. J 


Orsco Aluminum Screens. Booklet, 8 pp., 8 x 11 ins. Illustrated 
Data on a valuable line of screens. 

Orsco Screens and Other Products Brochure, 20 pp., 8 x 11 
ins. Illustrated. Door and window screens and other hardware 


SHADE CLOTH AND ROLLERS 


Columbia Mills, Irc., Fifth Avenue, New York 
Window Shade Data Book Folder, 28 pp., 8% x 11 ins. Illus 
trated. 


SHELVING-STEEL 


David Lupton’s Sons Company, Philadelphia, Pa 


Lup ton Steel Shelving. Catalog E llustrated brochure, 40 pp., 
85% x 11 ins Deals with steel cabinets, shelving, racks, doors, 
Partitions, etc 

SOUND DEADENER 
Cabot, Inc., Samuel, Boston, Mass 

Cabot’s Deadening Quilt. Brochure, 7% x 10% ins., 28 pp. Illus 
trated. Gives complete data regarding a_ well-knowr rotec 
tion against sound 

STEEL PRODUCTS FOR BUILDING 
Bethlehem Steel Company, Bethlehem, Pa 

Steel Joists and Stanchions Booklet, 72 pp., 4 x 6% ins Data 

for steel for dwellings, apartment houses, et< 
Genfire Steel Company, Youngstown, Ohio 

Herringbone Metal Lath Handbook 84%, x 1l ins. 32 pp. Illus 
trated. Standard specifications for Cement Stucco Herri ing 
bone 

Rigid Metal Lath and interior plastering 

Fireproofing Handbook 8 x 11 ins 32 pT Illustrated De 
scribes the full line of products manufactured by the Genfire 
Steel Company. 

Steel Frarre House Company, Pittsburg! Subsidiary M« 
Clinti larshall Corp.) 

Stee Fr ming tor Dwe lit gS B cKlet t | ‘ x ins 
Illustrated 

Steel Framing r Gasoline Service Stations B hure 
8 x 11 ins 5 ~or- 

Stee Frar Standard Gas ne Service Stations Booklet, & PT 
x x 11 ins Illustrated Three dard designs of stat S 

Westinghouse Electric & Mfg. Co., East Pittsburgh, Pa 

The Arc Welding of Structural Steel Brochure, 32 pp., 8% x 1 

ins. Illustrated. Deals with an important structural process 
STONE, BUILDING 
Indiana Limestone Company, Bedford, Ind 

Volume 3, Series A-3. Standard Specifications for Cut Indiana 
Limestone work, 8% x 11 ins. 56 pp. Containing specifications 
and supplementary data relating to the best methods of speci 
fying and using this stone for all building purposes 

l. 1. Series B. Indiana Limestone Library. 6 x 9 ins. 36 pp 
Illustrated Giving general infdérmation egarding Indiana 
Limestone, its physical characteristics, et« 





PUBLICATIONS— 


STONE, BUILDING—Continued 


Continued from page 158 


Vol. 4. Series B. Booklet. New Edition. 8% x 11 ins. 64 pp. 
Illustrated. Indiana Limestone as used in_ Banks. . 
Volume 5. Series Indiana Limestone Library. Portfolio. 


11% x 8% ins. Illustrated. Describes and aa the use 
of stone for small houses with floor plans of each 


Volume 6, Series B—Indiana Limestone School and College Build 
ings. 8% x 11 ins., 80 pages, illustrated. 
Volume 12, Series B—Distinctive Homes of Indiana Limestone. 
8% x 11 ins., 48 pages, illustrated. 
Old Gothic Random Ashlar. 8% x 11 ins., 16 pages. Illustrated. 
STORE FRONTS 
5-35 South Wabash Avenue, Chicago, 


Brasco Manufacturing Co., 5025-35 
Ill 


Illus 
fronts 


Catalog No. 31. 500 
trated brochure 
of a high class. 

Brasco Copper Store Fronts. Catalog No. 32. Series 202. 

Brasco Standard Construction Illustrated brochure 16 pp. 
8% x 11 ins. Complete data on an important type of building. 

Detail Sheets. Set of seven sheets; printed on tracing paper, 
showing full sized details and suggestions for store front de- 
signing, enclosed in envelope suitable for filing Folds to 
8% x 11 ims. 

Davis Solid Architectural Bronze Sash 
printed on tracing paper, giving full sized details 
tions for designing of special bronze store front 
enclosed in envelope suitable for filing. Folds 

The Kawneer Company, Niles, Mich. 

Store Front Suggestions. Booklet, 
trated. Shows different types of 
Fronts. 

Catalog K. 1927 
trated. Details 

Detail Sheets for 
17 x 22 ins. 

Kawneer Construction in Solid 


Series 
20 pp. 8% 


All-Copper Construction. 
x ll ins. Deals with store 


Set of five sheets, 
and sugges 
construction, 


to 8% x 11 ins. 


96 pp., 6 8% ins. Illus- 
Kawneer Solid Copper Store 
Editon. Booklet, 32 pp., ins. Illus- 
of Kawneer Copper Store 
Use in Tracing. Full-sized 


8% x ll 
Fronts 
details on sheets 


Bronze or Copper. Booklet, 64 
pp., 8% x 11 ins. Illustrated. Complete data on the subject. 


Modern Bronze Store Front Co., Chicago Heights, IIl. 

Introducing Extruded Bronze Store Front Construction. Folder. 
4 pp., 8% x 11 ins. Illustrated. Contains full sized details of 
metal store fronts. 

Zouri Drawn Metals Company, Chicago Heights, IIl. 

Zouri Safety Key-Set Store Front Construction. Catalog. 8% x 
10%4 ins. 60 pp. Illustrated. Complete information with detailed 
sheets and installation instructions convenient for architects’ 
files. 

Catalog. 8% x 10 ins. 
information with detailed sheets 
convenient for architects’ files. 


Front Construction. 
Complete 
instructions 


International Store 
70 pp. Illustrated. 
and installation 


TERRA COTTA 


National Terra Cotta Society, 19 West 44th St., 
Standard Specifications for the Manufacture, Furnishing and 
Setting of Terra Cotta. Brochure. 8% x 11 ins. 12 pp. Com 
plete Specification, Glossary of Terms Relating to Terra Cotta 
and Short Form Specification for incorporating in Architects’ 
Specification 


New York, N. Y 


Revised. Edition. Permanently bound 
volume, 9% x 12% ims., containing a treatise upon the basic 
principles of color in architectural design, illustrating early 
European and modern American examples. Excellent illustra- 
tions in color 

Present Day Sche 
amples of school 
design by 


Color in Architecture. 
1 


Illustrating 42 ex- 
upon school building 


814 x 11 ins. 32 
architecture with art 
James O. Betelle, A. I. A 
Setter Banks. 8% x 11 ins. 32 pp. 
buildings in terra cotta with an article on its use 
design by Alfred C. Bossom, Architect. 


vols 


pp 
icle 


banking 
in Son 


Illustrating many 


TILE, HOLLOW 


National Fire Proofing Co., 250 
Standard Wall Construction 


Federal 
Bulletin 


Pa 
32 


St., Pittsburzh, 


174. 8% x 11 ‘ns. pp 


Illustrated. A treatise on the subject of hollow tile wall con 
struction. 

Standard Fireproofing Bulletin 171. 8% x 11 ins. 32 pp. Illus- 
trated. A treatise on the subject of hollow tile as used for 
floors, girder, column and beam covering and similar construc- 
tion. 

Natco Double Shell Load Bearing Tile Bulletin. 8% x 11 ins 
6 pp. Illustrated 

Natco Uninbacker Tile Bulletin. 8% x 11 ins. 4 pp. Illustrated 

Natco Header Backer Tile Bulletin. 8% x 11 ins. 4 pp. Illus 
trated. 

Natcoflor Bulletin. 8% x 11 ins. 6 np. Itustrated 

Natco Face Tile for the Up-to-Date. Farm Bulletin. 8% x 11 ins 

TILES 
Kraftile Company, 55 New Montgomery St., San Francisco. 
High Fired Faience Tile. Booklet. 32 pp. 8% x 11 ins. Illus 


trated. Presents a fine line of tiles for different purposes. 
United States Quarry Tile Co., Parkersburg, W. Va. 
Quarry Tiles for Floors. Booklet, 119 pp., 8% x 11 


ins. Illus- 


trated. General catalog. Details of patterns and trim for floors. 
Art Portfolio of Floor Designs. 9% x 12% ins. Illustrated in 
colors. Patterns of quarry tiles for floors. 
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Monel Metal cabinet top, dish 
table and Crescent Dishwash- 
ing Machine in a typical serv- 
ing pantry at the Medical Cen- 
ter, New York. All of the serv- 
ing pantries are similarly 
equipped. The dishwashing 
machines were made by the 
CRESCENT WASHING 
MACHINE DIV. OF THE 
HOBART MFG. CO., Tro», 
Ohio, and installed by the 
W. F. DOUGHERTY CoO. 
of Philadelphia, Pa., who 
made the kitchen equipment. 


MODERN —therefore economical, 
therefore Monel Metal ~ ~ ~ ~ + 


HILE the Medical Center establishes new 

precedents in many directions, it is like most 
leading hospitals in the fact that it uses Monel 
Metal equipment in nearly 
every department. 

In its food service depart- 
ments—its pantries and diet 
kitchens, for instance— 
Monel Metal is to be seen on 




















service equipment... Natural cleanliness—rust- 
immunity—corrosion-resistance—dent and chip- 
proof surface — these are properties that every 
hospital needs to know 
more about. These are the 
properties that determine 
the economy or wasteful- 
ness of hospital equipment. 

Why not let us give 


every side. This attractive 
Nickel alloy was used in 
this hospital, as in hun- 


you more detailed infor- 
mation about Monel Metal 
in modern hospitals? Write 





dreds of others, simply be- 
cause it furnishes those 
properties that are abso- 
lutely essential to the eco- 
nomical maintenance of food 


today. 





SEND FOR BOOKLET 
“A HOSPITAL 
SHOW ON PAPER” 


Some of the Ideal Food Conveyors with Monel Metal tops, 
covers and shelves in the Medical Center, manufactured by 
the SWARTSBAUGH Mra. Co. of Toledo, Ohio. 


Monel Metal is a technically controlled Nicke!-Copper allo y “ zh Nickel content. It is mined, smelted, refined, re — 
and marketed solely by The International Nickel Company. The name ‘“‘Monel Metal’’ is a registered trace 


ONEL « METAL 


THE INTERNATIONAL NICKEL COMPANY uNc.)Z, Metal 
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The New 
LAKE SHORE TOWERS 


APARTMENT BUILDING 
Chicago, IIl. 


Architect, Roy France 
Plumbing Contractors, Noble & Thumm 
Plumbing Jobbers, Standard Sanitary Mfg. Co. 


atrous 
~~ 


FLUSH VALVES 


Used Throughout 
Write for details to 


PLUMBING DIVISION 


THE IMPERIAL BRASS MFG. CO. 
1238 West Harrison Street 


BRANCH SALES OFFICES 


J. J. Hurley, 402 Architects Bldg., Detroit, Mich. 
Derbyshire, Mack & Morgan, Delaware Ave. and South St. 
Philadelphia, Pa. 
J. J. Kirby, 314 Stuart St., Boston, Mass. 
W. E. Blair, Jr., care Coronado Hotel, St. Louis, Mo. 
W. C. Shanley, 811 E. Armour Blvd., Kansas City, Mo. 
Thos. J. O’Brien, 1812 Exchange Bldg., Memphis, Tenn. 
E. P. Scales Eng. Co., Bennie Dillon Bldg., Nashville, Tenn. 
H. E. Darton, 506 Carondelet St., New Orleans, La. 
Dillard-Lewis & Co., Construction Industries Bldg., Dallas, Tex. 
R. J. Shank, 925 Grand Ave., Des Moines, Ia. 
Rex W. illiams, 402 Scott Bldg., Salt Lake City, Utah 
Clarence Drucker, 307 Minna St., San Francisco, Cal. 
C. Coombs, 1010 North Gardner St., Los Angeles, Cal. 
Richard O’Brien, 524 22nd St., North, Seattle, Wash. | 


Chicago 











SELECTED LIST OF MANUFACTURERS’ 


VALVES 
Crane Co., 836 S. Michigan Ave., Chicago, II! 
No. 51. General Catalog. Illustrated. Describes the complete 
line of the Crane Co. 
C. A. Dunham Co., 450 East Ohio St., Chicago 
The Dunham Packless Radiator Valve Brochure, 12 pp., 8 x 11 
ins. Lllustrated. Data om an important type of valve 


Jenkins Bros., 80 White St., New York. 


The Valve Behind a Good Heating System. Booklet. 4% x 7% 
ins. 16 pp. Color plates. Description of Jenkins Radiator 
Valves for steam and hot water, and brass valves used as 
boiler connections. 

Jenkins Valves for Plumbing Service. Booklet. 4% x 7% ins 
16 pp. Illustrated. Description of Jenkins Brass Globe, Angle 
Check and Gate Valves commonly used in home plumbing, and 
Iron Body Valves used for larger plumbing installations 


VENETIAN BLINDS 


Burlington Venetian Blind Co., 
Venetian Blinds. Booklet. 7 x 10 ins., 24 pp. Illustrated. De- 
scribes the “Burlington’’ Venetian blinds, method of operation, 
advantages of installation to obtain perfect control of light in 
the room, 


Jurlington, Vt 


VENTILATION 


American Blower Co., Detroit, Mich 

American H. S. Fans. Brochure, 28 pp., 8% x 11 ins. 

an important line of blowers. 
Duriron Company, Dayton, Ohio 

Acid-proof Exhaust Fans. Folder 
regarding fans for ventilation of 

Specification Form for Acid-proof Exhaust Fans. 
ins. 

Glebe Ventilator Company, 205 River St., Troy, N. Y. 

Globe Ventilators Catalog. 6 x 9 ins. 32 pp. Illustrated pro- 
fusely. Catalog gives complete data on “Globe” ventilators as 
to sizes, dimensions, gauges of material and table of capacities. 
It illustrates many different types of buildings on which 


Data on 


8 x 10% ins. 8 pp. Data 
laboratory fume hoods. 


Folder, 8x 10% 


“Globe” ventilators are in successful service, showing their 
adaptability to meet varying requirements. 

Staynew Filter Corporation, Rochester, N. Y. 
Protectomotor High Efficiency Industrial Air Filters. Booklet. 


20 pp., 8% x 11 ins. Lllustrated. Data on valuable detail of 


apparatus. 





PUBLICATIONS—Continued from page 160 


WATERPROOFING 


Genfire Steel Company, Youngstown, Ohio. 
Waterproofing Handbook. Booklet. 8% x 11 ins. 80 pp. Illus- 
trated. Thoroughly covers subject of waterproofing concrete, 
wood and steel preservatives, dustproofing and hardening con- 


crete floors, and accelerating the setting of concrete. Free 
distribution. 

Master Builders Company, Cleveland, Ohio. 
Waterproofing and Dampproofing and Allied Products. Sheets 


in loose index file, 9 x 12 ins. Valuable data on different types 
of materials for protection against dampness. 

Waterproofing and Dampproofing File. 36 pp. Complete descrip- 
tions and detailed specifications for materials used in building 
with concrete. 

Sommers & Co., Ltd., 342 Madison Ave., New York City. 


“Permantile Liquid Waterproofing” for making concrete and 
cement mortar permanently impervious to water. Also circu- 
lars on floor treatments and cement colors. Complete data 


and specifications. Sent upon request to architects using busi- 
ness stationery. Circular size, 8% x 11 ins. 
Sonneborn Sons, Inc., L., 116 Fifth Ave., New York, N. Y. 

Pamphlet. 334 x 8% ins. 8 pp. Explanation of waterproofing 
principles. Specifications for waterproofing walls, floors, swim- 
ming pools and treatment of concrete, stucco and mortar. 

The Vortex Mfg. Co., 1978 West 77th St., Cleveland, Ohio. 

Par-Lock Specification “Form D” fer waterproofing surfaces to 
be finished with Portland cement or tile. 

Par-Lock, Specification “Forms E and G” membrane waterproof- 
ing of basements, tunnels, swimming pools, tanks to resist 
hydrostatic pressure. 

Par-Lock Waterproofing. Specification Forms D, E, F and G. 
Sheets, 8% x 11 ins. Data on combinations of gun-applied 
aSphalt and cotton or felt membrane, built up to suit require- 
ments. 


Par-Lock Method of Bonding Plaster to Structural Surfaces. 
Folder, pp. 8% x 11 ins. Official Bulletin of Approved 
Products,—Investigating Committees of Architects and En- 
gineers. 

WEATHER STRIPS 
Athey Company, 6035 West 65th St., Chicago. 
The Only Weatherstrip with a Cloth to Metal Contact. Booklet. 


16 pp., 8% x 11 ins. Illustrated. Data on an important type 


of weather stripping. 
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STROWGE RK 
a] 2 


PRIVATE AUTOMATIC EXCHANGE 


Not merely an auto- 
matic telephone, but 
a perfect system of 
interior communica- 
tion designed and 
built to the finest en- 
gineering standards 
and of the same type 
of equipment that 
has been adopted for 
public exchange ser- 
vice the world over. 





2 os aa CF 


Efficiency, in its truest sense, means resu/ts. By eliminating 
and preventing wasted time, and wasted effort, Strowger 
P-A-X has proved its worth in virtually every line of industry 
in the world today. Interior communication is an all-impor- 
tant factor; and Strowger P-A-X provides communication by 
the most direct route. It is automatic—available 24 hours 
every day in the year. The full details of this extremely flex- 
ible service will prove of great interest, and will show you how 
real efficiency may be obtained. And in permitting Strowger 
engineers to present such details, you will not be obligated. 


TROWGER (@ AUTOMATI 


Communication, Control 
and Signalling Systems 








Strowger Automatic Equipment includes Public Automatic Telephone 
Systems .. . . P-A-X (Private Automatic Exchange) .. .. Watchman 
Supervisory Systems . .'. . Tele-Chec Systems (for Theaters) . . . . Industrial 
Fire Alarm Systems . . . Supervisory Control Equipment for Industrial and 
Commercial Devices, and Railway Signalling and Communication Systems. 


Engineered, Designed and Manufaétured by 


Automatic Electric Inc. 


Factory and General Offices: 1005 West Van Buren St., Chicago, U.S.A. 


Sales and Service Offices in the Following Cities: 
Detroit, Mich. Philadelphia, Pa. 
Cleveland, Ohio St. Paul, Minn. 
New York. N. Y. Pittsburgh, Pa. 


Export Distributors: 
For Australasia— Automatic Telephones, Ltd., Sydney 
For CanadaIndependent Sales & Engineering Co., Ltd., Vancouver 
ElsewheremAutomatic Electric Company, Ltd., Chicago 


Atlanta, Ga. 
Los Angeles, Calif. 
Dallas, Tex. 


Boston, Mass. 
St. Louis. Mo. 
Seattle, Wash. 
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How the Ritz guards its 


guests from fire 


United Metal Elevator Enclosures prevent the 
spread of fire from floor to floor through the 
shafts. So complete is this protection that they 
have earned the Underwriters’ label. But in 
addition, they provide smoothness of operation 
and beauty of design which makes them first 
choice for buildings like the new Boston Ritz. 

This combination of 
Safety and enduring 
beauty is found in all 
United Metal Products. 
Write for complete in- 
formation. 


THE UNITED 
METAL PRODUCTS CO. 


CANTON 
OHIO 
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UNITED 
METAL 





DOORS 


AND 


TRIM 





arlton Hotel, Boston 
Irchitects 

Blodget & Law 
& Gilbert 


Ritz ¢ 


Strickland 


Contr’s: Chase 














SELECTED LIST OF MANUFACTURERS’ 


WINDOWS 


The Kawneer Company, Niles, Mich. 
Kawneer Solid Nickel Silver Windows. In casement and weight 
hung types and in drop-down transom type. Portfolio, 12 pp., 
9 x 11% ins. Illustrated, and with demonstrator. 
David Lupton’s Sons Company, Philadelphia, Pa. 
Lupton Pivoted Sash. Catalog 12-A. Booklet, 48 pp., 85 x 11 ins. 
Illustrates and windows suitable for manufacturing 
buildings 


descr ibes 


WINDOWS, CASEMENT 


Crittall Casement Window Co., 10951 Hearn Ave., 
Catalog No. 22. 9 x 12 ins. 76 pp. Illustrated. Photographs of 
actual work accompanied by scale details for casements and 
composite steei windows for banks, office buildings, hospitals 
and residences 


Detroit, Mich 


Genfire Steel Company, Youngstown, Ohio 
Architectural Details, Casement Windows and Doors. 8% x 11 
ins. 28 pp. A. IL. A. File No. l6e. Specifications and con 


struction details. 
Hope & Sons, Henry, 103 Park Ave., New York, N. Y. 

Catalog. 12% x 18% ins. 30 pp. Illustrated. Full size 
outward and inward opening casements 

The Kawneer Company, Niles, Mich 

Kawneer Solid Nickel Silver Windows. In casement and weight- 
hung types and in drop-down transom type. Portfolio, 12 pp., 
9x 11% ins. Lllustrated, and with demonstrator. 

David Lupton’s Sons Company, Philadelphia, Pa. 

Lupton Casement of Copper Steel. Catalog C-217. Booklet, 20 pp 
854 x 11 ins. Illustrated brochure on casements, particularly for 
residences. 

Lupton Heavy Casements. Detail Sheet No. 101, 4 pp., 8% x 1l 
ins. Details and specifications only. 

Richards-Wilcox Mfg. Co., Aurora, Ill. 

Casement Window Hardware. Booklet, 24 pp., 8% x 11 ins 
Illustrated. Shows typical installations, detail drawings, con 
struction details, blue-prints if desired. Describes AIR-way 
Multifold Window Hardware. 

Architectural Details. Booklet. 8% x 11 ins. 16 pp. Tables of 
specifications and typical details of different types of construc 
tion 


details of 


List of Parts for Assembly. Booklet. 8% x 11 ins. 16 pp. Full 
lists of parts for different units. 
WINDOW SHADES AND ROLLERS 
Columbia Mills, Inc., 225 Fifth Avenue, New York 
Window Shade Data Book. Folder, 28 pp., 8% x 11 ins. Illus- 


trated 


PUBLICATIONS 


WINDOWS, STEEL AND BRONZE 
Genfire Steel Company, Youngstown, Ohio. 
Architectural Details, Steel Pivoted, Commercial and 

tural Projected Windows. 8% x 11 ins. 24 pp. A. I. 
No. l6e. Specification and construction details. 

David Lupton’s Sons Company, Philadelphia, Pa. 

A Rain-shed and Ventilator of Glass and Steel. 


Continued from page 162 


Architec 


A. File 


Pamphlet, 4. pp., 


85% x 11 ins. Deals with Pond Continuous Sash. Sawtooth 
Roofs, etc. 
How Windows Can Make Better Homes. Booklet. 3% x 7 ins 


12 pp. An attractive and helpful illustrated publication on use 
of steel casements for domestic buildings. 
Truscon Steel Company, Youngstown, Ohio. 

Drafting Room Standards. Book. 8% x 11 ins. 120 pages of 
mechanical drawings showing drafting room standards, speci- 
fications and construction details of Truscon Steel Windows, 
Steel Lintels, Steel Doors and Mechanical Operators. 

Truscon Solid Steel Double-Hung Windows. 24 pp. Booklet 
8% x 11 ins. Containing illustrations of buildings using this type 
of window. Designs and drawings of mechanica! details 

Continuous Steel Mechanical Operavors. Catalog 
126. Booklet, ins. Illustrated. 


windows and 
" 


32 pp., 8% x ll 


WoOOD—See also Millwork 


American Walnut 
Chicago, IIl. 
American Walnut. 


Mfrs. Association, 618 So. Michigan Blvd., 


Booklet. 7 x 9 ins. 45 pp. Illustrated. A 


very useful and interesting little book on the use of Walnut 
in Fine Furniture with illustrations of pieces by the most 
notable furniture makers from the time of the Renaissance 


down to the present. 


“American Walnut for Interior Woodwork and Paneling.” 7 x 9 
ins. Pages illustrated. 


Discusses interior woodwork, giving 
costs, specifications of a specimen room, the different figures 
in Walnut wood, Walnut floors, finishes, comparative tests of 
physical properties and the advantages American Walnut 


for woodwork. 
Curtis Companies Service Bureau, Clinton, Iowa. 

Better Built Homes. Vols. XV-XVIII, incl. Booklet. 9 x 12 ins 
40 pp. Illustrated. Designs for houses of five to eight rooms, 
respectively, in several authentic types, by Trowbridge & 
Ackerman, architects, for the Curtis Companies. 

National Lumber Mfrs. Assn., Washington. 

Airplane Hangar Construction. Booklet, 


24 pp., 8% x 11 ins 
Use of lumber for hangars. 
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Dominating the sky-line of New York's Grand Central Zone, 
the new 56-story $12,000,000 Chanin Building brings an- 
other Barrett Roof to a neighborhood in which these roofs 


GRAYBAR BUILDING 


HOTEL COMMODORE HOTEL ROOSEVELT 


CANADIAN PACIFIC BUILDING 
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nother 
to 


od 
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OSING 670 feet upward into the thinner atmospheres, 
the great shaft-like Chanin Building, topped with 
a Barrett Specification Roof, takes its rank as New 


York's third loftiest skyscraper—and the Chanin 
brothers’ most outstanding achievement. 





Standards in architecture have changed. But ove standard, a 
roofing practice of leading architects for many years, continues 
to carry on. 


Just as the other two members of the “big three”—the 792 
foot Woolworth Building (1913) and the Metropolitan Life 
Building (1890), with its 700-foot tower—are protected by 
Barrett Roofs, so too will this newest comer depend on Barrett 
Coal-Tar Pitch and Felt and gravel—a Barrett Specification 20- 
Year Bonded Roof. A roof that guarantees the owner against 
repair and upkeep expense for a full 20 years.* 


The owners and architects chose a Barrett Specification Roof, 
which was approved by the investment bankers, S. W. Straus & 
Co. For they énew the records of this roof—they knew that 
Barrett Specification Roofs, though bonded only for 20 years, 
are still serving hundreds of old-timers, buildings erected way 
back in the 70’s and 80’s—stili “licking” the weather and de- 
feating expense. 


This knowledge, together with the high reputation of Barrett 
Approved Roofers, cooperating on every job with Barrett inspec- 
tors, checking every step of the work, is responsible for this new- 
est Barrett application in a neighborhood of many Barrett Roofs. 

*The Barrett Company also offers a Specification Type “A” Roof 

which is bonded for 10 years. This type of roof is adaptable to a 


certain class of buildings. The same high-grade materials are used, 
the only difference being in the quantities. 


THE BARRETT COMPANY 


40 Rector Street New York City 
IN CANADA: 
The Barrett Company, Limited, 5551 St. Hubert St., Montreal, Quebec 
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are conspicuously numerous. This picture shows many of 
the best known structures in this famous area—roofed and 
protected by Barrett: 


NEW YORK CENTRAL BUILDING 


HOTEL BELMONT HOTEL BILTMORE 
NATIONAL CITY BANK 


FRENCH BUILDING 
YALE CLUB 
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The Chanin Building (42nd St. at Lexingtor: Ave.), New York City, 
is protected by a Barrett Specification Roof. Architects: Sloan & 
Robertson; Engineers, Builders and Owners: Chanin Construction 
Co., Inc.; Roofers: Sobel & Kraus, Inc. All of New York City 
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Brooklyn, N.Y. Elevator equip- 
ment supplied by Gurney Elevator 


Williamsburg Savings Bank Build- 
Company 


Consulting Engineer— Frank Sutton 
G-E gearless elevator motor 


Architects 


ing, 


AND 








‘ 
J 





SCHENECTADY, 


— 
y A 
a4 
Z. 
yb 





ame, | 


Ye. 


tee 





COMPANY, 


>TURAL 








HITEC 
ELECTRIC 


ARC 











GENERAL 

















December, 1928 THE ARCHITECTURAL FORUM 167 


(Outstanding Contributions 
Sy General Electric to Elevator Control 


1 A system of automatic speed regulation, maintaining 
through a simple device high schedule speed during rush 
hours, while facilitating accurate landing 


2 A system of automatic control of acceleration and retarda- 
tion, resulting in minimum time consumed, combined 
with maximum comfort 


3 Development of motor and control design for utmost 
simplicity and lowest maintenance 


4 A simplified and accurately responsive system of auto- 
matic leveling for building owners who require the highest 
grade of elevator service 


22) Automatic Leveling 


The car switch and car push buttons shown here are 
essential parts of the G-E automatic elevator control 
system with the G-E Leveler—a distinct contribution 
to elevator operation. 








The G-E system is simple. Only a few more devices are 
necessary than in ordinary manual control. 


This system is positive and accurate. There are no 
wearing parts in the hatchway or on the car; no floor 
selector is required, aside from that needed by the 
signals. And leveling time is exceptionally brief, reduc- 
ing over-all trip time to the minimum. 


The G-E system of automatic leveling, combined with 
G-E Automatic Control gives an elevator service of the 
highest grade. 


The following manufacturers of gearless traction elevators use G-E gearless 
elevator motors with G-E elevator control exclusively: 


American Elevator and Machine 
Co., Inc., Louisville 
Baker Iron Works, Los Angeles 


Gurney Elevator Co., New York 
Montgomery Elevator Co., Moline 


Pacific Elevator and Equipment 
Co., San Francisco 


Pitt Engineering Co., Chicago 


Warner Elevator Manufacturing 
Co., Cincinnati 
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NEPONSET 


BIRD'S “2k 





== BUILDING PAPER 





BIRD 


| f NEPONSET 


PRODUCTS 











EPONSET BLACK is a tough, 
heavy Waterproof Build- 

ing Paper that keeps out damp- 
ness and drafts. Its glistening, as- 
phalt-coated surface sheds water 
like a duck’s back. 
For a permanent barrier against 
the elements, specify Bird’s Ne- 
ponset Black. Over roof boards 
and under slate, tile, metal or 
asphalt shingles it makes a water- 
tight covering. When placed 
back of stucco and under clap- 
boards or shingles it keeps out 
drafts and dampness and makes 
the heating of the house more 
economical. 
Your contractor or builder can 
get Neponset Black at a mo- 
ment’s notice. It is standard 
stock with dealers in Bird’s 
Building Products. Refer to 
Sweet’s or write to us for com- 
plete specifications. 


BIRD & SON, inc. 


Established 1795 
EAST WALPOLE, MASS. 


Chicago Office and Plant: Canada: 


1472 West 76 Street Building Products, Ltd. 


. Bird & Son, Divisi 
New York: 295 Fifth Avenue a — 


Manufacturers of 
NEPONSET TWIN SHINGLES 
PAROID ROOFING 
Bird’s Asphalt Shingles 
Bird’s Design Roofing 
Bird’s Neponset Black Building Paper 
Bird’s Neponset Rugs 
and Floor Coverings 





oo 





OTIS 


FOR NEARLY THREE QUARTERS OF A CENTURY 


THE WORLDS WORD 


FOR 


ELEVATOR SAFETY 


OFFICES IN ALL PRINCIPAL CITIES OF THE WORLD 





SSP SDSS PPPS POP O OOS OOOO OOOO OO OSLO LSS eee ee @ 


OTIS ELEVATOR COMPANY 


li iii ii ee ee eee 








SEDGWICK 
DUMB WAITERS 
and ELEVATORS 


For All Purposes 


| Safety, ease of opera- 
tion and simplicity are 
combined in the Sedg- 
wick Automatic Brake 
Invalid Elevator. 





Five standard sizes are 
ready to ship, while 
special outfits are 
shipped within a week. 











SEDGWICK Write for New Booklet 
INVALID : 
ELEVATOR Fully Illustrated 


SEDGWICK MACHINE WORKS 


151 WEST 15TH STREET NEW YORK 


“Sedgwick Service Satisfies.”’ 
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H9. 

Golden i 


‘Triangle 


Koppers Building, Graham, Anderson, Probst 
and White, Architects; E.P. Mellon, Advisory 
Architect; Mellon Stuart Co., Contractors 


N Pittsburgh’s Golden Triangle, so called because of this 
city’s concentrated business district at the point where the 
Allegheny and Monongahela rivers form the Ohio, business 
expansion has necessitated the erection of a number of buildings 
which are outstanding examples of modern construction and 
equipment. With heights ranging up to forty stories, these 
buildings must have elevator service as modern as the structures 


themselves. 


Swift, safe, sure, the automatic inductor control, as designed 
by Westinghouse, is the latest and best for elevator operation. 
The control is automatic—good service does not depend upon 
the skill of the operator. The motion is smooth at all times. 
There is no jockeying at floor landings, and passengers are 
never required to step up or down—the car always stops level 


with the floor. 


Westinghouse Electric & Manufacturing Company 
East Pittsburgh Pennsylvania 
Sales Offices in All Principal Cities of 
the United States and Foreign Countries 





Grant Building, Henry Hornbostel, Architect 
Thompson Starrett Co., Contractors 


Westinghouse 


T 30215 
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Important Buildings 


eal Up.... SARCO 
TRAPS Go [nh // 


Years ago, when we first started making Sarco Radi- 
ator Traps and Packless Inlet Valves, we had to tackle 
every engineer on every new building and prove with 
engineering facts that the Sarco were superior to any 

her mak« 


Today it’s different. For thousands upon thousands 

these Traps and Valves have been installed and are 
proving their own case in actual operation. Today most 
engineers and architects know at features. 


They know that Sarco Radiator Traps are usually 
long lived due to the helical expansion element; that 
they have a perfectly free discharge at all times; that 
they are noiseless, won't freeze, air bind or water hammer. 

They know, too, that the Sarco Inlet Valve is a true 
packless supply valve, without any packing; that it 
operates by a three-quarter turn of the handle and that 
the pressure is always even, smooth and regular. 

Yes, most well informed engineers know these features, 
and so today, whenever important buildings go up, the 
chances are that Sarco Traps and Valves go in. 

All features of these modern units described in our 
Booklets AK-110 and AK-170. We'll be glad to send 


copies. 


183 Madison Ave. 


Sarco Co., Inc. weeny. 


Boston Cleveland Pittsburgh 
Buffal Detroit St. Loui 
Chicago Philadelphia 

ACO Bros., Ltd., Montr 


ARCO 


Radiator Traps 
and Inlet Valves 
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MINERAL WOOL 


The Perfect Insulator 

REDUCES UPKEEP 
The proper insulation of any building is a real econ- 
omy and an added comfort. Mineral Wool has 
conclusively proven to builders and home owners 
that its effective insulating qualities are exceptional 
and the cost insignificant for the advantages it 
supplies. 
It keeps out both summer heat and winter cold 
and the saving it effects in winter fuel will pay for 
installation cost within a short period. 
It is indestructible, vermin-proof and sound-proof 
and reduces the hazard of fire. 

Sample and illustrated booklet on request. 


U. S. MINERAL WOOL COMPANY 
280 Madison Avenue, New York 
Western Connection: 
COLUMBIA MINERAL WOOL CO. 
South Milwaukee, Wisc. 














A Good Heating System 

















S = “hat Architect 
ne_ cAlways Knows 


Because everyone said that about him, 
he was called in on all worth while 
building projects in his community. 

He had built his reputation by a simple 
plan—by knowing and recommending 
the leading firm in each important line 
of building materials and equipment. 


a KEWANEE was his choice for private 
/ } systems of water supply, electric light 
and sewage disposal—for he knew 


KE WANEE had 200 systems, backed 


by a quarter century of experience. 
It will pay you, too, to know and 
recommend KEWANEE systems. The 
KEWANEE § Specification Book for 
architects gives you complete engineer- 
ing data for planning any installation of 
private water supply, electric light or 
sewage disposal KEWAI'EE counsel 
is tree to you it your request. 
Write for the KEWANEE Specification 
Book today. 
KEWANEE PRIVATE UTILITIES COMPANY 
442 Franklin St. Kewanee, IIl. 
Dealer Correspondence Invited 


EWANE E 


“BUNGALOW 
MODEL Jr.” 


Water Supply 
System 


NOW 


$103 
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ELECTROLUX VINDICATES 
the ARCHITECT’s JUDGMENT 





U 
Pred Anderson 


{partments on 
Judson Avenue, 
Evanston, Illinois. 
Equipped with 
Electrolux Refrig- 


erators. 















































— 


Chef Model Elec- 
trolux...7 cubic feet 
food space. This 
convenient size is 
installed in the new 
apartment dwelling 
pictured above. 








Read why this architect chose the Gas Refrigerator 


as ideal for apartment house installation 


LECTROLUX vindicates the architect's 
judgment in selecting it. The gas re- 
frigerator makes apartments easier to rent. 
The economy of gas is well known, and 
the total absence of moving parts in Elec- 
trolux insures absolute silence, long life 
and freedom from servicing. 
That’s why the architect of this hand- 
some new apartment dwelling in Evanston, 
Illinois, chose Electrolux. 


Freezes by heat 


This amazing refrigerator freezes by the 
heat from a tiny gas flame. It has no mov- 
ing, wearing parts .. . no motor, compres- 
sor, pump, fan, belt... nothing to need 
oiling or replacement. Engineers see no 
reason why Electrolux should ever wear 
out... why it should not last as long as 
the building. The freezing unit is hermeti- 


cally sealed at the factory and never 
needs renewal or replacement. 


A superior cabinet 


The Electrolux cabinet is worthy of the 
unit it contains. It is an expression of 
the finest workmanship with materials 
of the highest quality. We are confident 
that Electrolux cabinet construction will 
pass your most minute technical scrutiny. 

Besides the standard gleaming white fin- 
ish, Electrolux is available in any of these 
four color finishes to suit your decorative 
scheme: Biscay Blue, Ivory Tan, Silver 
Grey, Crystal Green. The colors are ap- 
plied by a new “veiling” process. 

A letter will bring detailed specifications 
and other information you wish. This 
entails no obligation. Servel Sales, Inc., 
Evansville, Ind. 





ELECTROLUX t GAS tnseator sERVEr 











172 ARCHITECTURAL ENGINEERING AND BUSINESS 


\ 
\ 
x 


is Building %\ 
is Frotected “ 
Against DUST !” 


When you realize that about 45 tons of dust, sand 
and soot settle over the average city block in twelve 
months—when you realize that this dust ruins in- 
teriors and furnishings and adds thousands of dollars 
to annual cleaning and decorating bills—and when 
you realize that it carries disease germs which attack 
the health of occupants—then the importance of 


comma | TD 





adequate dust protection must be apparent. 

Protectomotor Panel Air Filters are being installed 
in modern buildings everywhere because authentic 
tests prove that they actually deliver air that is 
99.9/10°, CLEAN! 

The Protectomotor Panel Air Filter consists of a 
fine texture felt filter medium formed in pockets over 
radial rust-proof wire screen fins, mounted in metal 
frames. 

Initial cost is low and maintenance cost is prac- 
tically nothing, as no oil drains or cleaning tanks are 
needed. It operates from 2 to 6 months without 
cleaning, depending on conditions and requires but 
half a minute per panel to remove all accumulations 
with our special vacuum cleaner. The resistance can 


be kept below any specified static pressure drop. 


Write for our Catalog 


STAYNEW FILTER CORPORATION 
101 N. Water Street Rochester, N. Y. 


ROE sm OR 


PANEL AIR FILTER 
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COWING 


_ Pressure Relieving 
| 


— JOINT 


| 
] 
Patented September 1,1925 
| 


A Positive Safeguard 
Against Broken Stone or Terra Cotta 
| in any Building 
| HIS neat and eternal joint saves 

the face of the building. It zones 

| the facade. It equalizes developed 
variances by yielding to compression. It 
| delivers automatic and exact compen- 
sation for such ungovernable factors 

as shortening of steel, temperature 
changes, wind stresses, setthement, 
excessive floor loads, vibration, faulty 
setting and any stresses that cause 
spalls or breaks. The cost is negligible. 


Write for our Booklet Describing this Joint 





Cowing Pressure Relieving Joint Co. 
160 N. Wells St. Chicago, Ill. 
































WEIL PUMPS 


thet — 


C for 


Better 
Service 


Fig. NGR-2001. “Weil” Type 
NRG Condensation Pump and 
Receiver. Occupies small space. 
Concrete pit unnecessary. 


Write for Bulletin NRG-200. 
WEIL PUMP COMPANY 


BILGE - SEWAGE BOILER FEED 
FIRE-HOUSE fh Bend tha CONDENSATION 
CIRCULATING %. WN VACUUM 


Manufacturers of Better Centrifugal Pumps 
215-17 W SUPERIOR ST.. CHICAGO 
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°°" cleanliness 


into the homes you design— 
Specify INCINOR 


Beauty of design is something that is in- 
stantly appreciated by those who know 


rid of the dangerous, fire-hazard accumula- 
tion of waste papers, rubbish and trash. 


But clean/iness is a lasting satisfaction that 
is appreciated by all. 


Burns all garbage, rubbish, trash—quickly, 
completely, cheaply—with 


bushels at a time to a handful of clean, 


gas. Reduces 


More and more, provision for cleanliness, 
and the security to health and property that 
goes with it, becomes a first consideration in 


sterilized ash. 


INcINOR installs as easy as a gas range. 


every home. Uses about 1,000 cu. ft. of gas per month. 


Indispensable where automatic heat 


Sc OWL ee 


You can insure a new measure of . | 
is to be used. 


you design, and at a most economi- 
cal figure, by specifying INcrNor, 
the home incinerator. 


| ncrnor solves the garbage problem. 
[ ncrnor banishes the dirty, disease- 


) 
cleanliness and safety in any home 
ridden garbage can. | 


INCINOR gets 





The Decent Way to dispose of gar- 
bage, rubbish and trash is to burn 
it with gas. Know INcINoR and you 


Sweet's Cat 


will specify Incinor. ("$s Gjsuee" 


HOME INCINERATOR CO. 


Security Building 
Milwaukee, Wisconsin 


) 


i i i i i i 


‘-INCINOR-: 


THE HOME INCINERATOR 


Good Riddance 
GARBAGE - RUBBISH - TRASH 


SSSSSSSSSSSKESSSESSSSTEH SEES ESTEE TEETER EERE eee eee 
HOME INCINERATOR COMPANY 
Security Building, Milwaukee, Wisconsin 


Please send me free Architectural File data on home 
incineration. 






© 1928. Home Incinerator Co 
SSSSSSS SSSR ETERS Eee e 


Name 


Address 











AR ‘¢ 





HITECTURAL 




































The expanded section 
is covered by basic com- 
modity and process pat- 


ents, owned, controlled 
and operated under ex- 
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NO WELDS IN STRESS—one piece of 
steel—expanded—without rivets, bolts 
or welds in shear or tension—these are 
the features responsible for the rapid 
gain in Bates-Truss Joist popularity. 


A simple I-beam section is expanded 
into a lattice truss web. The expan- 
sion increases the depth of the beam— 
the truss materially increases its 
strength. The points of contact of 
the lacing and flange members are 
simply unsheared portions of the 
original plain web. By this process, 
all defective beams are automatically 
eliminated. 


Contractors, engineers, builders should 
all know about the Bates Expanded 
Steel Truss. We have pr. >ared a book 
giving complete information. A copy 
will be mailed to you upon request. 


= j « a) <= ] 
Bates xpanded §teet Gruss (60. 














| 
| Earl B. Newcomb, Eng 








clusively by this me” 
PANTAGES THEATRE, Fresno, Cal 
B. Marcus Priteca, Archt 


Sales, Engineering and Executive Offices 


5 


EAST CHICAGO, IND. 
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PIPING 


Among the many advantages of the 
Havemeyer Truss Floor System is the 
ease of placing pipes and conduits 
through the open webs of the 
trusses. The work is facilitated to such 
an extent that the mechanical trades 
are able to bring down costs through 
substantial time savings. 
~~ ~~ ~~ 

Because of the demand for comprehensive 
data on the various uses of Havemeyer 
Trusses, Concrete Steel Company has pro- 
duced a complete folio of 32 pages and 3 
data sheets giving the most recent infor- 
mation. In requesting this book “Structural 
Economies for Concrete Floors and Roofs”, 
please address Executive Offices. 


THE ARCHITECTURAL 


Executive 


Offices 








FORUM 


42 Broadway 
New York 





DISTRICT OFFICES: Birmingham, Boston, Chicago, 
Detroit, Kansas City, Milwaukee, Minneapolis, 
Omaha, Philadelphia, Pittsburgh, St. Paul, Syracuse, 
Washington, Wichita. 
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Part Two 


rh. These buildings and many others in 
H ; | Philadelphia have Bethlehem Wide- 
a Flange Structural Shapes, commonly 
ier known as Bethlehem Sections, in their 
| oy steel framework. 

4 “ily When Bethlehem Sections were intro- 
pil, \ duced, years ago, architects and con- 
AL y. tractors everywhere adopted them, im- 
are dant mediately recognizing their advantages 
F . of great strength and economy in weight 
i és ay and cost of fabrication. Bethlehem 
a) Sections are not an innovation. They 
nN Foe have long been used, in structures of all 
anf et)? sizes and types. Many of the finest 

—— et : 


buildings in the world have steel frame- 
works of Bethlehem Sections. 





Mastbaum 
Theatre 
















Office Building in 
West Washington 
Square 
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pany of North 
America Building 
Right: 
Milten Building 
and For Locust 
Theatre 


ii 
* Si 







Above: 
Hahnemann Hos- 
pital Annex 


bmetisiswiotiiw 
J ° 






Liberty Title and 
Trust Company 
Building 





Right 
Packard Building 








With the introduction recently of 
the new 33- and 36-inch Wide- 

Flange Structural Shapes 
Bethlehem broadened the utility of 
this line of famous Sections. 



















BETHLEHEM STEEL COMPANY 
General Offices: Bethlehem, Pa. 
District Offices: New York, Boston, Phila- 
delphia, Baltimore, Washington, Atlanta, 
Buffalo, P ittsburgh, Cleveland, Cincinnati, 
Chicago, Detroit, St. Louis, San Francisco, 
Los Angeles, Portland, Seattle, Honolulu 











Bethlehem SteelExport Cor poration, New York 





Ti Sole Exporter of our Commercial Products 


Mt bdr oral 


Wide-Flange 
#STRUCTURAL SHAPES 
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EXCELLENCE 


that merits the 


Architect’s Specification 


In specifying Sterling Lifelong Blackboard 
for any school installation, architects may do 
so with confidence that the market affords no 
better blackboard investment. So high a stand- 
ard of quality has been built into it, that Ster- 
ling is guaranteed to give satisfaction, which 
guarantee is pledged by the integrity and rep- 
utation of a 46-year old institution and the 
distributor who sells it. A finer black writing 
surface, a body that seasons and improves 
with age—warp and buckle proof and strictly 
fireproof—these are but a few of the features 
that reflect the excellence of this lifelong 
Blackboard—and merit your _ specification. 
Hundreds of thousands of feet used daily in 
schools the country over. 


A. I. A. File No. 35-b-12 
Free to Architects 


Prepared for you by Architects—ready for your 
files—15 pages of plans, elevations, and de- 
tailed specifications for installation of this 
foremost blackboard. Write for free copy and 
sample. Address Dept. Z S12. 


Weber Costello Co. 


CHICAGO HEIGHTS, ILLINOIS 


Makers of 


Sterling Lifelong Blackboard, Old Reliable Hyloplate 


Globes - Maps + Erasers + Crayon 
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Par-Lock Stands Alone 
Among Pre-Plastering Treatments 


AR-LOCK offers the surest and most positive method of 
keying plaster to any masonry surface, but Par-Lock is more 
than a mere plaster key. The heavy coatings of asphalt in 
which the grit key is embedded afford an efficient protection 
against moisture, chill, stains or chemical reactions originating 
in the direct contact between plaster and structural surface. 


Par-Lock also checks the excessive suction of the masonry 
and thus saves the water of crystallization until the plaster 










Makes the Far Lock key 
ideal for plastering 


coating of grit 


Concrete or other Plus gun-driven © Plus an imbedded 
masonry asphalt coats aa 
a 








is effectively set. Its ductility relieves the strains 
which arise through unequal expansion of the 
plaster and its backing. 


Years of successful experience in America’s 
finest buildings are a dependable recommen- 
dation for Par-Lock. Not left to the risks of 
hap-hazard sub contracting, Par-Lock is 


Par- Lock Par- Lock 
Appliers installed only by responsible, expert local Appliers 
, oy —_— Street appliers, whose experience is at your ey Sy 
Sy disposal. Get in touch with the nearest "Te Giecuan Gineee 
~ G13 Weet Grose Street Par-Lock Applier and rely on "400 Welnee Becces 
is Commenctil Wharf No14 Bessemer ee 


BUFFALO, SCRANTON, PENNA, 
958 Ellicott Square Bldg. Cedar Avenue 
ST. LOUIS 
CHICAGO, 7 a 
111 West Monroe Street Ai 1011 Telephone Building 
CLEVELAND, TORONTO, 


2258a Bloor Street, West 


218 Hunkin-ConkeyBldg. PLASTER KEY TRENTON 


COLUMBUS, 339 Broad St. Bank Bldg. 


751 South Cassingham Rd. YOUNGSTOWN, 
DETROIT, Gut 503 City Bank Building 


2457 First National Bldg. hy “S) WILKES-BARRE, PA 
KANSAS CITY, MO. KG 904 Second Nat’! Bank 
2035 East 19th Street on ky Building 
46Gb 


P-27 





THE VORTEX MANUFACTURING COMPANY - 1984 West 77th Street, Cleveland, Ohio 
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Felton Construction Co., General Contractors 
Gypsteel Pre-cast floors andceilings throughout 


THE ARCHITECTURAL 





Buffalo Museum of Science, Buffalo, N.Y. 
Esenwein & Johnson, Architects 


They Saved 
$12,000 
Over Cost of 


FORUM 





Concrete Floors 


When The Bids Came In 
Gypsteel floors saved $12,000. 


When Erection Started 
floors grew with magic speed. No form work 
needed. Factory made slabs reached the job 
dry, ready to erect. 
When The Blizzard Came 
all other work stopped, but the laying of 
Gypsteel floors went on regardless. 
When Ceiling Slabs Were Hung 
they were ready for plaster. No forms to drop. 


No wait for drying out. No plaster scratch cost 
required. 


When They Finished The Floors And Ceilings 
the work was two and a half months ahead of 
schedule. A dry job. A fast job. A winter job. 
A Flat Ceiling Job 
A thoroughly fire-proof construction. $12,000 


in money and two and a half months in time 
saved, because the architects knew about Gypsteel. 


| TINDEN.N., STRUCTURAL GYPSUM CORPORATION 


Shows how ceiling slabs are sus- 
pended from beams by sturdy hangers 


NOTE THIS 
Sweets has four pages on Gypsteel. 


For smooth architectural ceilings. 
use Gypsteel Pre-cast Floors. 


If showing of beams no objection, 
use Gypsteel Poured-in-place Floors. 


For light weight fire-proof roofs, 
Gypsteel 30 in. or long span Pre- 
cast Slabs. 


For sound-and fire-proof partitions, 
Gypsteel Hollow Partition Tile. 


Motor truck deliveries to New York 
District from Linden, N. J. factory; 
to Buffalo District from Akron, 
N. Y. factory. 














Sales Offices in 
PRINCIPAL CITIES 
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Library in the Office of The Architectural Forum, New York 


You are invited to use the offices of 


The ARCHITECTURAL FORUM 


as headquarters when you visit New York 


Here will be found such practical conveniences as telephone and 

stenographic service, an adequate architectural library, and in fact 

many of the dozen and one things which may contribute to the 
pleasure and profit of a sojourn in New York. 


rTHE ARCHITECTURAL FORUM, 383 Madison Avenue 

















December, 1928 THE ARCHITECTURAL FORUM 181 


a ‘ 








0A ssuring 
Greater Permanency 
In Stucco Construction 


The self-furring qualities of Cup Kalman- 
lath assure a more perfect and a more 
permanent bond between lath and stuc- 
co. The plasterer in applying stucco to 
Cup Kalmanlath is rigidly guided and 
compelled to give an adequate thickness 
of stucco by the unique “cup” design of 
the mesh. As a result Cup Kalmanlath 
forms a perfect backbone (not back- 
séround) for the stucco. It gives you a wall 
with high crack-resisting qualities—a 
wall that can take up the twists and 
strains, thereby assuring greater perma- 
nency of construction. 





KALMAN STEEL COMPANY 


Plants or Offices at 
Chicago Detroit Pittsburgh Philadelphia Kansas City Youngstown 


New York Boston Syracuse St. Paul Dayton Charlotte 
Buffalo Baltimore Milwaukee Atlanta Minneapolis Niles 
Newark Export OfficemNew York Houston Columbus St. Louis 


ALMANLATL 
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| | Quiet Offices 


P hastt 


i, pe HE usual noises in many offices 
are being reduced by the use 
of INSULITE—the all-wood-fiber 

insulating board. 


For acoustical correction in large 
and small offices—in churches, 
theatres, lodge halls, and other 
places where sound control is so 
important—its use is proving emi- 
nently successful. 


The illustration shows a private 
office of the Pennsylvania Petro- 
leum Co., North Kansas City, Mo. 
The result here is that noises are 
not reflected from walls and ceil- 
ing. Moreover, the effect is very 
pleasing to the eye. 





This installation was made by 
Smith W ood-Products,Inc., North 
Kansas City. The INSULITE was 
applied directly over plastered 
walls and ceiling through the use 
of brads and waterproof cement. 


Specifications or recommenda- 
tions on the use of INSULITE for 
any acoustical problem will be 
gladly given. 


the Wood-Fiber Insulating Board 
THE INSULITE COMPANY 
1210 Builders Exchange 
Dept. 4 


MINNEAPOLIS 
MINN. 
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Rigid 
Skeleton 
Cuts 
Wind 
Sway 


The “onstruction of 
Sharp Building, 
Nebrask 


ing, 


the 
Lincoln, 


Concrete, 

ries, First floor 
Square feet.) 
The 
Jrame 
Stands 


area, 14,200 


reinforced 
is so rigid 
Wind stre 
usually Would crack brick. 
work and terra-cotta. From 
the 2nd to the llth floors, 
Steel reinforcing Was in. 
creased in beams, Spandre]s 
and joists to allow for Wind 
Stresses, And 
crete 
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argest 
column, first floor 
es Square, ) 


interior 
> 32 inch. 


Since 


building, 
tallest Concrete 
Struction in Nebraska. 
“ “ 


Architects: 
Joseph G. Me Arthur 
Omaha, Nebraska. 
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PERMANENTLY 
SANITARY 


With Alberene Stone—and only 


with Alberene Stone—it is pos- 
sible to make assemblies of sani- 
tary work with tongue-and- 
groove, bolted-and-cemented 
joints which will never open up. 
This, coupled with the non- 
absorbent quality of the stone, 
makes Alberene Stone Toilets 
and Urinals permanently sani- 
tary, with no lodgment for filth or 
germs. Write Alberene Stone 
Company, 153 West 23rd Street, 
New York for description de- 


tails and specifications. 
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GENERAL AND ROOF VIEWS OF EUCLID SCHOOL 
Schenectady, N. Y 
R. L. Bowen, Architect 


PURE AIR FOR SCHOOLS 


Hundreds of “Globe” installations in schools in 
all parts of the United States are rendering 
excellent ventilating service. Many architects, 
gratified to find that schools can be properly 
ventilated so inexpensively, have accepted 
“Globes” as standard school ventilation. 


GLOBE VENTILATOR CoO. 
Dept. F Troy, N. Y. 
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-1Us 
here- 


practical and 
~,, economical system 
* framing houses with steel 


ERE at last, is the simple, practical system of steel 

house framing for which every progressive archi- 
tect and building contractor in the country has been 
looking for many years—a system that makes the 
modern house truly firesafe, stormsafe and at a cost 
comparable to ordinary wood construction. 











The complete steel frame is fabricated at the mill and 
delivered to the job site ready to erect with the use 


N ee INVESTIGATE 
of ordinary tools. The wrench takes the place of the c this modern method of 
hammer and saw with this construction. Any com- Be bouse construction. Send 

eg if for our booklet ‘Steel 
petent building craftsman can assemble and erect a S Framing for Dwellings’ 


“STEEL FRAME HOUSE’—no specialized skill is required. 


STEEL FRAME HOUSE COMPANY 


A Subsidiary of McCLINTIC-MARSHALL CORPORATION = 
OLIVER BUILDING PITTSBURGH, PA. © 


TEEI EDAMII 


THE MODERN METHOD OF HOUSE CONSTRUCTIO 
Li Ek : 








N 











(Oo WHEN PIPE 


SBESTOCEL, the nation- 
ally standardized cov- 


cring for heating pipes, meets 





your specifications exactly 
regardless of the size or loca- 
tion of the building. Manu- 
factured to definite standards 
and distributed throughout 
the country, it is always ob- 
tainable and always. satis- 
factory. 

This is important in build- 


ings of great size where steam 


1S BOUGHT BY ; 
Z 
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INS ULATION 4 


“ty 


The efficiency of Asbestocel 
is higher than that of other 
insulations of this type. This 
is due to the cross corruga- 
tions, to the precision used in 
manufacture, and to the uni- 
form quality of the materials 
used. Actual tests have con- 
clusively proved that this im- 
proved construction provides 
an insulating material which 
is fully 15% more efficient 
than air cell. Such a percent- 





travels long distances to 
radiators. It is also import- 
ant when appearance has to 
be considered. Asbestocel is 


IDOE EZ ok Lia tht he he 


In the Equitable Trust Building, New York, 
fifteen miles of pipe are protected by 
J-M Asbestocel Insulation. 


TROWBRIDGE & LIVINGSTON, Architects 
ASBESTOS CONSTRUCTION CO., 





age means important savings 
in the operation of large 
buildings. 


Contractors like to work 


Insulation Contractors 


uniformly circular. All As- 

bestocel of the same number of plies is of uni- 
form diameter. Pipes covered with Asbestocel 
have a neat, clean-cut appearance, which avoids 
the irregularities of ordinary air cell. In fact, a 
pipe covered with Asbestocel may be left in 
view when ordinary air cell would result in an 
unsightly effect undesirable even in a cellar. 





ohns-Manvi 


IMPROVED ASBESTOCEL PIPE INSULATION 


with Improved Asbestocel 
because a given number of feet can be applied 
in less time due to its uniform lengths and per- 
fectly circular construction. We are always glad 
to confer or correspond with architects about 
pipe insulation for large buildings, or for small 
houses. Address Architects’ Service, Johis-Manville 
Corporation, 292 Madison Avenue, New York City. 







lle 


gal? 


Note the cross corruga- 
tions which retard 
lengthwise circulation of 
heat. Asbestocei is a 
scientifically correct in- 
sulation for heater pipes. 
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This Book ~ 
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a 
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... Shows 14 Tested Indirect 
Hot Water Heater Installations 


A Heater for Every Type — pal ovesan tables of -—_ $i 
of Cties o¢ Barmnice tank and fixture capacities ; and other in- 
formation for those specifying the plumbing 


and heating details in residences, apart- : 
ments, hotels, offices, etc. | 
If your file—A. I. A. 29-d-—does not already 
contain this useful book, just write ‘‘Send 


me free copy of the new Excelso catalog’ 
for Steam or Vapor —and get in quick, concise form the story 
of the modern way to heat the domestic 
supply of water without the care and cost 
of separate fire and fuel. 


te stl Excelso Products Corporation 
DIVISION OF AMERICAN RADIATOR COMPANY 
69 Clyde Avenue - - - Buffalo, N. Y. 
Nationally Distributed by Leading Wholesalers 
and Boiler and Radiator Manufacturers 


Phaeton 
(Direct) Brass or Iron Heaters for CEl WATER 
Hot Water Boilers or Furnaces 


HEATERS 


SIZES FOR ONE FAMILY OR ONE HUNDRED FAMILIES 


(Indirect) Removable Copper Coil Heaters 





Fin Pin 
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: House ! 
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, 4 
> 4 
‘ House at Rosemont, Pa. Architects, Wallace & Warner : 
, The roof is insulated with Cabot’s Quilt 4 
> for winter warmth and summer coolness. 4 
os 
- A life time house must be made of life 
7 ° e ° . 
> time materials. The insulation must } 
, 4 
° ° 4 
} be rot-proof, vermin-proof, moisture- 4 
» " ‘ 
} «proof and fire-resistant. 
a 
. . ° “ 5 4 
— Cabot’s Quilt, built into houses over 
> . ° ° 
} thirty years ago, remains just as it was , 
\> 7 ee 
»’ when installed — unchanged, clean, } 
> § , 
| a . 4 
, effective. , 
ir ‘ , , 4 
| If you are designing for permanence, 4 
° < c 4 
> - 
| “~ ° o 
> ~ r 
i Specify 
} =Cabot’ il } 
4 
abot’s Quilt; 
‘ 
"0 2 
Time Tested for over 30 Years ? 
4 
> 
i Send in the coupon (Roll of Quilt) : 
i below for full information. ’ 
RE te 
: , 7 







A F-12-28 
141 Milk Street, Boston, Mass. a — 
at New YORK, CHICAGO, PHI 
Of City, LOS ANGELES, SAN FRANCISCO, 
MINNEAPOLIS, PORTLAND, AND SEATTLE 
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4,500 @ MacArthur 
Piles § on this job! 


On the New E/ighth 
Street Viaduct at 
Cincinnati, Ohio, ap- i 
proximately 4,500 
fifty-foot Standard t 
MacArthur Com- [ 
pressed Concrete Piles 
are being placed. 


} 
Two of the four 75- | | 
foot pile drivers are : 
shown here. { 
; N 
This is another ex- A 
ample of how the ' , 
MacArthur Method is a | j4 
the ultimate in ef- P abe 
ficiency on both large J il 
and small jobs. { iH 
‘ 





MacArtTuur ConcrRETE PILE CORPORATION 
19 W. 44th St., New York, N. Y. 
Branch Offices in Principal Cities 


Compressed Concrete Piles 


A special pile for every condition—not one pile for all conditions 
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for modern hospital rooms 


Enhanced room beauty is second only to 
better heating in the advantages of Modine 
Cabinet Heaters for hospital rooms Cabi- 
nets permit full latitude in use of harmoni- 
ous color effects for curative purposes. They 
mean cleaner heating They are the last 

—— word in modern equipment to make the 

Ay) hospital you plan the hospital of the com- 
munity. Send for complete facts 


MODINE MANUFACTURING CO. 
Heating Division 
1718 Racine St. Racine, Wis, 
Branch offices in ali large cities. 
London Office: S. G. Leach & Co., Ltd. 
26-30 Artillery Lane. 


Modine 
Cabinet HEATER Ey 


FOR STEAM. VAPOR. VACUUM, HOT WATER HEATING SYSTEMS 
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Industrial Heating Dollars 
Go Farther Today! 


Complete Trane Unit 
Heating System Saves 
40%, to 50% on First 
Cost — and Provides 
Features Worth the 
Highest Price in the 
0 See 








By a simple change in design, Trane engineers 
have increased the capacity of high-grade Trane 
Unit Heaters 20% to 40%, retaining all the for- 
mer advantages which put them in the front rank 
of sales in less than a year. Trane Unit Heaters 
now cost 40% to 50% less than equivalent cast 
iron radiation—about the same amount of money 
as the lowest priced heaters in the field. 





Condensation Pump 


The new Trane unit is built for severe service. 
Copper steam tubes flared and rolled into a cast 
iron header, in typical boiler fashion. Positively 
can't leak from expansion and contraction. Stand- 
Quick For best results, equip Trane Unit Heaters with 





e 


Float Vent aa 


ard units guaranteed for 150 Ibs. working pressure. 


Vent 


Trane accessories and get a complete system from 
one manufacturer. Investigate Trane Float Drip 
Traps which enable heaters to deliver their full 
capacity—the Trane Quick Vent and Float Vent 
—Trane Condensation Pumps, providing at least 
25% saving on power cost in the new, compact 
model. Ask us about Trane Heat Cabinets for 
office heating. Mail the coupon. 


Heat Cabinet 





Ty ” THE TRANE COMPANY, Department 11 
220 Cameron Avenue, La Crosse, Wis 


HEAT CONCEALED end your free booklet on industrial heats 
CABINETS HEATERS | Xam 


PUMPS, UNIT HEATERS, AND HEATING SPECIALTIES Company 
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A Hospital In Washington D. C. 
Issued This Statement: 


“The Johnson System Of Temperature Regulation 
installed at this hospital six years ago has met with 
our entire satisfaction and we do not hesitate to 
recommend it most highly. 


“It is very desirable that the temperature of the 
rooms be kept as nearly constant as possible and it 
is also often necessary to maintain several rooms at 
different temperatures. The ease with which the 
Johnson System accomplishes this makes it one of 
the most valuable adjuncts to our heating plant. 


“Another feature of the System is that it helps to 
lighten the duties of the nurses, who are relieved 
of watching room thermometers and the labor of 
turning on and off the radiator valves. 


“The saving which the temperature regulation sys- 
tem effects in our coal bill by shutting off radiator 
valves when the rooms are at the right temperature 
and preventing them from overheating gives us a 
very profitable return.” 


JOHNSON HEAT CONTROL 
IN HOSPITALS 


JOHNSON SERVICE COMPANY 
Main Office and Factory : MILWAUKEE, WISCONSIN 


AUTOMATIC TEMPERATURE REGULATION SINCE 1885 
JOHNSON BRANCHES IN ALL PRINCIPAL CITIES 
. fr\ (Cc : 


b 
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unham Differential Vacuum Heating System 





is now being installed in the new 
Milwaukee County General Hospital 
Wauwatosa, Wis. 
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—_ Architects 
Van Ryn & De Gellecke 
a ‘ Milwaukee 
‘ gre’ Arm trong & De Gelle« ke, New Y« Tk 

U. S. Patent No. 1644114 Ad- , a Heating Codtvdcter : 
ditional Patents in the United - : 4 Wenzel & Henoch, Milwaukee 
States, Canada and Foreign _ a Consulting Engineers 
Countries now pending. Daniel, Moray & Wallen, New York 


N the magnificent new Milwaukee County General Hospital at Wauwatosa, Wisconsin, a 
Dunham Differential Vacuum Heating System is being installed in the buildings which will 
be completed early in 1929. There will be 69,925 sq. ft. of equivalent direct radiation. 


The Differential System will provide an abundance of mild comforting warmth throughout 
all of the rooms of this great hospital, never overheating yet always sufficient for even the 
coldest days of the most severe winter weather. This will be accomplished without the drying 
out of the air— a factor of vital importance in hospital heating— and made possible in the 
Differential System because there is no overexpansion of the air within the rooms due to over- 
heating. As only sufficient heat is supplied by the radiators to compensate for heat losses from 
the building, the temperature of the steam being controlled to achieve this end, marked fuel 
economies result. 


We invite inquiries from Architects and Engineers regarding the application of the Differential 


System to hospital projects, and will gladly supply heating cost records and other data upon 
request. 


Visit Our Working Exhibit Visit Our Working Exhibit 
Booths 235-236 | Booths 235-236 
New Teak: Fones Show c. A, D NHAM CO. New York Pow ye 
DUNHAM BUILDING 450 East Ohio Street CHICAGO 


Over eighty branch and local sales offices, in the United States and Canada and the United Kingdom bring Dunham Heating Service as close to 
you as your telephone. Consult your telephone directory for the address of our office in your city. An engineer will counsel with you on any project. 
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Strong Memorial Hospital, Rochester, N. Y. Gordon & Kaelber, Architects 


SPENCER CLEANED 
HOSPITALS 


Why build an expensive hospital, with provision for complete 
Sanitation in every respect except the method of cleaning? 


The Spencer System 


does not raise dust and stir up germ-laden air—it sucks all dirt, 
dust and air out of the room—to a container in the basement 
—and then the exhaust air goes up the chimney flue. 





Any surface—bedding—walls—floors of any 
kind are quickly cleaned by a stroke of the 
light weight vacuum tools. No noise—no 
lost time—no chance for the spread of dirt, 
dust, or germ-laden material. 







Data for Architects 


Many leading architects endorse the Spencer 
System for hospitals. Its use in more than 
10,000 buildings has resulted in a fund of 
valuable data. A letter concerning your pro- 
jects will bring information of value to you. 
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THE SPENCER TURBINE CO. 


Central Cleaning Systems 
HARTFORD, CONN. 3031 
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Bellevue Hospital, New York, N.Y. 


McKim, Mead & White, Archts. Beth Israel Hospital, Boston, Mass. Densmore, LeClear & Robbins A rebts. 
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Fine hotels must have 


the finest of heating 


O OTHER factor is so important 

to comfort as proper heating. 
Great hotels, specializing in ““com- 
fort,” must select heating equip- 
ment wisely. 

San Francisco’s famed hotel, The 
St. Francis, solved its heating prob- 
lem with the selection of Johnson 
Oil Burners. 

And this preference for Johnson 
oil burning equipment extends 
from coast to coast. In small homes, 
large buildings, factories and in- 
dustrial plants Johnson Oil Burners 
are giving trouble-free, dependable, 
economical service. There is a size 
and type for every heating and 
power requirement. 

You can recommend and use 
Johnson Oil Burners with the as- 
surance that they will give endur- 

















* Awarded Gold Medal, Sesqui-Centennial 
Exposition, Philadelphia, 1926, for "Excellence 
of workmanship and completeness of design.”’ 





equipment 











ing satisfaction day in and day out, 
year after year. 


For behind every Johnson Burner 
lies the experience of more than 23 
years in the exclusive manufacture 
of oil burning equipment. Scientific 
and precision methods of manufac- 
ture have won for Johnson Burners 
the world’s highest award.* 


The accumulated data of these 23 
years is available to you. Our Engi- 
neering Department will welcome 
the opportunity of assisting you in 
the solution of your heating or 
power problems. 


{ r 
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Si. Francis Hotel, San 


Francisco,—comfortably, 
economically heated with 
Johnson Oil Burners—also 
uses Johnson oil burning 
equipment in its kitchen. 
Where comfort and effi 


ciency is paramount you find 
Anson installations 





Oil Burning Equipment forE very 
Heating and Power Pu rpose 


, Johnson Rotary Burners, with either 


manual, semi-automatic or full auto- 
matic control, are made in three styles 
and six sizes—giving a range of from 
250 to 27,800 square feet of steam radi 
ation or the equivalent. We also manu- 
facture natural draft, whirlwind, low 
pressure air and steam atomizing oil 
burners; also electric and steam driven 


oil pumping and preheating equipment 






uD 


Listed as Standard by the Underwriters’ Laboratories 


S « Bs 


J OuH 
Main Office and Factory, 940-950 Arlington Ave., Oakland, Calif. 


Factory Branches 
SAN FRANCISCO, SACRAMENTO, STOCKTON, PHILADELPHIA 


N S 


O N c: @.. 


YOU WILL FIND OUR LOCAL REPRESENTATIVE’S ADDRESS IN YOUR TELEPHONE DIRECTORY 
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DINGE 


OIL HEAT 


for any heating requirement 






















The introduction of the new 
Hardinge Junior for only $385 
less tank has caused thousands 
of leading architects to definite- 
ly specify Hardinge Fvel Oil 
Heat for any heating need. 
Our two models—domestic and 
industrial—are precision-built 
in twelve distinct sizes allowing 
specific treatment for any 
heating problem. 


from Bungalow 
to Skyscraper 








eater 


Hardinge Brothers, Inc. ... 5 


Manufacturers of Precision-Built Machines for 38 Years Boiler Room 
Chicago 
Wn. Reichert, Architect 
Wm. Downs, Heating Contractor 


ik 











Factory and General Offices: 
4149 Ravenswood Avenue, Chicago, Ill. 
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Factory Branches: 


CHICAGO 
Michigan Avenue at Ohio Street 


BOSTON 
839 Beacon Street 





Distributors in All Principal Cities 
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... Lhe greatest net saving 


you can give to any client 


Architects need no reminder of 
the correctness of the Spencer 
principle. Of course fire burns 
up-hill and coal rolls down. 





What architects want to know 
is the immediate, actual and 
net value of any material or 
fixture that they specify. Here 
is convincing reason why the 
Spencer Heater makes the 
greatest net saving that you can give to any client. 


Take a small roll of paper. 
Hold itslanting upward. Light 
it in the middle. Flames dart 
up and burn the upper half 
long before your fingers even 
feel the heat from fire creep- 
ing down. The Spencer Gable- 
Grate makes fire burn up-hill, 
os way it burns easiest and 
est. 


The architect is the guardian of the builder’s upkeep 
dollar. Copper spouts and gutters, brass pipe, fire-proof 
and permanent roofs, insulation—all of these and more, 
the architect insists upon, to keep maintenance and re- 
pair costs down. Yet these are only deferred expenses. 
Even though we know that they defer repairs until a 
far distant date, still their saving is a deferred saving. 


A Spencer Heater begins saving money for your client 


ea oPENCE, 








or hot water 


HEATERS 
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even before he uses it. With 
the first order for fuel its 
saving begins. The Spencer 
will burn, efficiently, any 
small size of coal or coke. 





Sugar poured from a spoon 
piles up in a heap. Take some 
away from the bottom of the 
heap, and more rolls down. 
Coal does the same. Fire in 
the Spencer Gable-Grate takes 
fuel away fromthe bottomand 
more automaticallyrollsdown 
to keep the fire bed uniform 
in depth. 


No. 1 Buckwheat anthracite, 
for instance,costs an average 
of half the price of domes- 
tic anthracite sizes, so the 
home owner saves as much 
as half his annual fuel bill. In a comparatively short 
time, a Spencer not only pays its slight additional cost 
but its entire cost, in the amount of money it saves each 
year on fuel. 


Spencer Heaters for steam, vapor, and hot water heat- 
ing have been in successful use for more than thirty 
years. If you require any further information about 
the Spencer, write for illustrations and specifications 
with guaranteed capacities. We shall be glad to send 
you the names of architects near you who use the 
Spencer in their own homes for its convenience and 
saving. Spencer Heater Company {Division of Lycom- 
ing Manufacturing Company}, Williamsport, Pa. 
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Full Address 
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FILE 7s INCOMPLETE 





without 


FREE TO 
ARCHITECTS 


this ‘STROCCO BOOK 


You naturally want to keep in- 
formed on the best and most 
modern Heating and Ventilating 
Methods. To that end we have 
prepared this 32-page book. 


Beautifully illustrated, The 
SIROCCO BOOK contains 
valuable information on mod- 


AMERICAN BLOWER CORP., 


ern heating methods .. . help- 
ful installation diagrams... 
capacity tables ... technical 
data and many other interesting 
and useful facts. A splendid 
reference book on INDUS- 
TRIAL HEATING and VEN- 
TILATING for your file. Mail 
the coupon today. 


DETROIT, MICHIGAN 


CANADIAN SIROCCO CO., LTD., WINDSOR, ONTARIO 
BRANCH OFFICES IN ALL PRINCIPAL CITIES 





7” 











Part Two 


(824) 


Ameri can Rlower 











SD wanounc EQUIPMENT SINCE 188! 


Please send me your 32-page book on Industrial Heating and Ventilating. 


Firm 


VENTILATING, HEATING, AIR See ee DRYING, MECHANICAL DRAFT 
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Kibele & Garrard, Architects 


Hutzel & Co., Heating Contractors 
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Selected for the Ball Brothers Memorial Hospital, 
Muncie, Ind., because of their beauty and ability to provide 


Complete Circulation of Heated Air 


Typical of the modern buildings in which McQuay 
Cabinet Radiators are being used, is the beautiful Memo- 
rial Hospital built by the Ball Brothers at Muncie, Indiana. 


wis QUAy 
RAD IAT OR 


A Complete Radiator—not just a cover 


In this installation— 


to conserve space— 
the legs were elimina- 
ted and the radiators 
hung from the walls. 








MEQUAY RADIATOR CORPORATION 


Boston: 164 Federal St. 





The phantom drawing shows 
the complete McQuay. Note 
that the heated air is impelled in- 
to the room (in a_ horizontal 
direction) with sufficient initial 
velocity to create positive cir- 
culation, distributing heat evenly 
and warming every spot in the 
room. The humidifying pan 
gives the air the moisture it must 
have for healthful, effective 
heating. 

Due to the greater heating 
effectiveness of moist air, and 
the complete circulation pro- 


vided by McQuay Radiators, 


New York: 2148 Graybar Bldg. 


Newark, N. J.: J. F. McLaughlin Co., 738 Broad Si. 


comfortable heat is obtained 
with lower radiator tempera- 
tures—reducing heating costs 
considerably. 

Theattractive cabinet of heavy 
furniture steel (which completely 
hides the heating unit and the 
humidifying pan) can be painted 
or enamelled any desired color. 
The copper heating unit is im- 
mune from rust and corrosion, 
will not clog, and is practically 
indestructible. 

Ask our nearest office for complete 


data on McQuay Cabinet and Con- 
cealed Radiators and Unit Heaters. 


General Sales Office: Pure Oil Building, Chicago 


Cleveland: 291 E. 149th St. 








.% 
‘\ 
.% 
. 


f 

















_ 








REVIEWS OF MANUFACTURERS’ PUBLICATIONS 


DAVIS EXTRUDED SASH COMPANY, 


“Bronze Store Front Construction.” 


Neb. 


Lincoln, 


The use of well designed shop fronts, now to be found 
everywhere, has come about as the result of the decision 
of architects and merchants that something better was 
needed than the commonplace if not actually ugly store 
fronts which were the rule a few years ago and which 
even now are to be found in many places. But the efforts 
of architects and merchants might easily have come to 
naught had they not been supplemented by the codperation 
of manufacturers of the 


materials of which shop fronts 
are built. This folder deals with the bronze for shop 
fronts supplied by the Davis Extruded Sash Company. 


“Long has there been the need for a heavy solid bronze 
sash which would permit the setting of glass without the 
necessity of embedding it in putty or other glazing com- 
pounds, so unsightly and objectionable in the better class 
of work. The Davis patented center fulcrum sash solves 
this problem without the sacrifice of a single advantage, 
and at the same time it greatly reduces the danger of break- 
age and minimizes the amount of labor required in the 
setting of plate glass. Screw pressure is indirect, but posi- 
tive. Furnished with or without ventilation, it can be ob- 
tained without screws in face.” The folder is replete with 
valuable data, one detail being that which deals with the 
setting of large sheets of glass. Architect, builder, mer- 
chant and building owner instantly appreciate the everlasting 
beauty of solid bronze. And all the advantages of this 
superior metal are wrought into Davis Solid Architectural 
3ronze Construction,—solid strength, perfect combination 
of all members, assured glass safety through its patented 
fulcrum principle, and concealed ventilation and drainage 


DIAMOND MANUFACTURING CO., Wyoming, Pa. “Archi- 
tectural Grilles of Perforated Metal.” 


Architects and decorators have long objected to the use 
of radiators for steam or hot water heating upon the score 
of their marring the appearance of interiors in which they 
are placed. The efforts of manufacturers of radiators to 
render their output architecturally acceptable have been 
at best only partially satisfactory, and the present tendency 
among architects is to conceal the radiators, but to conceal 
them in such a way that their benefits as sources of heat 
are not impaired. This is done in many instances by setting 
the radiators in recesses or niches within thick walls and 
covering the niches with grilles of open work, or, where 
the walls are not sufficiently thick, by covering the radia- 
tors,—the tops and three or four sides,—with metal grilles. 
The success of this treatment depends of course on the 
grilles themselves being architecturally attractive and upon 
their being sufficiently open to permit the radiation of heat. 
This brochure is a study of just this problem. It illustrates 
and describes an assortment of grilles made of perforated 
metal,—an assortment sufficiently varied to make possible 
the selection of a grille for any use, while the percentages 
of their open areas have been so carefully worked out that 
the usefulness of the radiators as heating units can be easily 
calculated. “Diamond Grilles present a new range of per- 
forated metal products in designs of artistic merit that make 
a definite contribution to the field of architecture and the 
building trades. The styles shown in this catalog emphasize 
the true beauty and decorative value now available in in- 
terior grille design fully meeting present-day architectural 
demands. Nation-wide acceptance of the plan of recessing 
radiators as the best general practice makes the matter of 
interior grilles of first importance. Carefully worked out 
detailing is now an essential in planning every heating or 
ventilating unit. The many fine installations shown in this 
catalog illustrate the point that the metal grille work in a 
building may be planned to contribute an element of real 
decorative value toward the interior scheme as a_ whole. 
Diamond designs are being specified generally by architects 
for office buildings, hotels, apartments, public buildings, 
churches and residences in all parts of the country. They 
are made up to specification only, to fit any size or shape of 
opening. They combine economy with artistic merit and 
extreme durability. Fully equal in appearance to cast grilles, 
they have greater strength with less weight and lower cost.” 


MISSISSIPPI WIRE GLASS CO., 220 Fifth 
York. 


Many Americans have probably forgotten the “Black 
Tom” explosion which occurred during the summer of 1916 
and which rocked the whole of New York and the surround- 
ing district. The explosion damaged a great number of 
buildings and totally wrecked others, while the extent of 
personal injuries was great beyond belief. The cost of re- 
pairing damages was likewise great, and the damage to pol- 
ished plate and window glass alone is said to have amounted 
to $1,000,000. This brochure is issued in the interest of 
wire glass, which withstood the concussion with little or 
no damage. The booklet presents illustrations which show 
buildings damaged and their wire glass cracked but still 
intact, protecting the contents of the buildings from ex- 
posure to fire or driving rain and dampness which might 
have ruined valuable machinery. The brochure says: “Work 
continued as usual. No harm was done to machinery or 
employes. It was not even necessary to replace the cracked 
glass, except for appearance, and that could be done at 
leisure. While on the other hand, in a building perhaps 
more elaborate in appearance and costing more for artistic 
design and finish, equipped with the cheapest form of win- 
dow construction, when exposed to the shock, the glass was 
blown out and in some instances even the wood frames 
destroyed. Imagine the condition of tools and machinery 
in such a building after the explosion, and how much worse 
it would have been had the explosion occurred at 2 P. M. 
instead of A. M.! How many workmen would be in the 
hospitals with bandages over their eyes? How many men 
would come back to work at all to a trade which required 
their eyesight?” The explosion proved the value of wire glass. 


Avenue, New 
“Black Tom Explosion, July 30, 1916.” 


UNITED STATES GYPSUM CO., 300 West Adams Street, 
Chicago. “The Gypsumist.” 


An unusually interesting number of The Gypsumist is the 
special number, recently issued, devoted to original docu- 
mentation on the Pyramid of the Sun, the Pyramid of the 
Moon and the Citadel at San Juan Teotihuacan. Photo- 
graphs were made Mr. Gordon C. Abbott, and half-tones 
from others are presented in connection with historical 
notes and descriptions by H. A. Simons. These illustrations 
are especially interesting and timely, due to the great in- 
terest that is being taken in Mexican motifs by architects 
in this country, particularly in the California and Florida 
districts. Excavation is being carried on by Dr. Manuel 
Gamio, director of archeology for the Mexican govern- 
ment. Teotihuacan is 28 miles northeast of Mexico City, 
and was one of the principal cities of the Toltecs, a people 
who developed a distinctive civilization between the period 
of Mayan ascendency and the rise of the Aztecs. The ruins 
here consist of two great pyramids, the Pyramid of the 
Sun and the Pyramid of the Moon, and a roadway known 
as the “Pathway of the Dead,” bordered by small pyramids. 
The Pyramid of the Sun is the largest Indian mound thus 
far found in America, being 180 feet in height and rising 
in four sloping terraces to the summit, which was formerly 
crowned by a temple, no traces of which remain. The 
richly ornamented terraces on three sides have fallen into 
decay and the sculptures have been carried away, but for- 
tunately, in ancient times, the Pyramid was enlarged by an 
addition of masonry to the fourth side, so that the sculp- 
tured storework was buried and thus preserved in its 
original sta.e. This ornament is in the form of a repeated 
motif consisting of the protruding head of the “plumed 
serpent” with the feathered body in low relief. The tail 
is in the form of a rattle and near it are other huge pro- 
jecting heads with large circles on the frontals, said to rep- 
resent the Obsidian butterfly, a divinity of great importance 
among the Toltecs. Although this motif is repeated over 
the whole expanse of the Pyramid, it is carved with such 
freedom and freshness that there is no slackening of ex- 
pression. The whole is rhythmically arranged and gives an 
effect of very rich ornamentation. The illustrations have a 
decided value to designers, and this number of The Gypsum- 
ist, like all the issues of this little publication, is filled with 
data of importance to the specification writers of architects 
and engineers and should be received and filed in every office. 
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in 2 the alti largest auditorium) 


268,000 square feet of floor space—seating ca- 
pacity for 40,000 people—1,656 tons of fresh 
outdoor air to be pumped in every hour—2,568 
tons of vitiated air to be exhausted! 

Now you have a picture of the ventilating prob- 


lem at the new Atlantic City Convention Hall, 
Atlantic City, N. J. 


For this stupendous ventilating job—as for the great 
Holland Vehicular Tunnels connecting New York and 
¢ New Jersey; the George A. Posey Tube connecting 
. | Alameda and Oakland, California; and other notable 
projects — Sturtevant Equipment was the choice of the 
engineers. 106 Sturtevant Fans—capable of handling 
1,879,250 cubic feet of air per minute—comprise the 
installation! 


XS) B. F. STURTEVANT CO., Hyde Park, ECSTON, MASS. 
Plants at: Berkeley, Cal Camden, N. J. — Framingham, Mass 
Atlantic City Convention Galt, Ontario Hyde Park, Mass. — Sturtevant, Wis 


Hall, Atlantic City, N. 
J. Architects and Engineers: 
Lockwood, Greene & Co., 
Inc., Boston, Mass., 
General Contractors: M. B. 
Markland Co. Atlantic 
S City, N. J. Heating and 





Offices in Principal Cities 
Ventilating Contractors: 


-- =s== Sturtevant 


Baltimore, Md. HEATING- VENTILATING AND 
POWER PLANT EQUIPMENT 








REVIEWS AND ANNOUNCEMENTS 


BRASCO MANUFACTURING COMPANY, 5025 Wabash 
Avenue, Chicago. “Brasco Art Bronze Series.” 
“Many building owners and merchants find the cost of 


heavy bronze beyond the reach of their store front appro- 
priations, so it remained for the Brasco Manufacturing 
Company to blaze the trail of an entirely new departure. 
\fter many months devoted to careful research and experi- 
ment, with pardonable pride, they announce the perfection 


of a decidedly novel and distinctive construction, two full 
size illustrations of which are presented, in this folder. 
Simple and pleasing in its rich tone effects, it at once 


breaks the bonds of plainness and places the shop window 
in which it is installed far beyond the pale of the common- 


place. Nothing has been found so rich and appealing as 
bronze, and large sums have been spent in an effort to 
create something finer and more attractive in shop fronts.” 


are desirable 
offered, by the company’s service, at a price 
above the cost of ordinary copper construction. 
It also says that samples of its material will be sent for in 
spection to architects and contractors without obligation 


This folder says that all the qualities which 
in bronze are¢ 
only slightly 


L. S. SANITARY SPECIALTIES CORP'N, 


Ave., Chicago. “Soaperior Liquid 


135 S. Western 
Soap Dispensing.” 


Lavatories and wash basins are of course supplied with 
water, either hot or cold, by apparatus which brings water 
from a source of supply by gravity or pressure 
lavatories may now 
the same system 


The same 
be supplied with liquid soap by much 
upon a smaller scale. The “Soaperior 
System,” dealt with in this booklet, consists of an elevated 
soap tank of any desirable size, which can be installed at 
any distance above the soap supply line, from which soap 


is fed through a line of piping to especially designed 
hexagon, fool-proof valves. The valves are conveniently 
located, one over each wash basin. An unlimited number 


of valves can be fed from one soap tank for use in groups 
of wash basins, or the tank may be used with valve 
for a single basin. The more modern and economical 
method in building construction is to place a single 
large soap tank on the top floor or pent house of a building. 
Che soap is piped from the tank to every wash room, thus 
bringing to each user a fresh, clean supply of liquid soap 
every time the valve is pushed. There is no leakage, 
ration, or waste where the “Soaperior System” is installed, 
for a pre-determined supply of 16 drops of soap is dis- 
charged into the hand at every push of the button 


one 


new 


evapo 


RHINELANDER REFRIGERATOR CO., Rhinelander, Wis. 
“Rhinelander Handbook of Refrigeration.” 


A generation ago the*use of ice 
much of a luxury. 


winter from frozen 


was regarded as 
Ice was Nature’s product, “cut” 
lakes or ponds and packed 
sawdust in “ice houses” for use when the heat of 
made its chill necessary. Then came the era of 
tured or “artificial” ice to supplant Nature’s product, and 
along with it came the development almost to the point 
of perfection of the household refrigerator to take the place 
of the long-used “ice chest.” It is hardly to be imagined 
that the use of the extremely well developed refrigerators 


very 
each 
away in 

summer 
manufac- 


which use ice will ever give way to use of refrigerators 
chilled in any other way. Useful as it undoubtedly is, 
mechanical refrigeration requires the use of considerable 
apparatus, which while wholly practical in hotels, apart- 


ment houses and other large structures is likely to be rather 
beyond reach of those who live in individual dwellings. 
This interesting volume contains a carefully written survey 
of the use of ice and its different uses, analyzing the. re- 
frigerator and the materials—wood, metal, cork, etc.,—of 
which it is built. The greater part of the volume is given 
up to an excellent presentation of the superb assortment 
of refrigerators supplied by the Rhinelander Refrigerator 
Company. Every detail which could interest an architect 
or engineer is illustrated and described, the illustrations 
including blue prints. The volume is of particular value to 
architects whose practice involves residences or apartments. 
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RICHARDS-WILES MFG. 


Garage Door Hardware.” 


“Distinctive 
its selection. 


CO., Aurora, Ill. 
A brochure on 


The coming of the automobile brought with it the garage 
wherein the car is stored, and the garage itself has gone 
through many stages of development until it has become 
a highly complex institution. There are, of course, many 
types of garages, from the most primitive, which houses 
the family Ford, to the vast city garages, which accom- 
modate daily hundreds if not thousands of cars of all 
kinds, these garages being equipped with ramps, elevators, 
and every detail which could promote their smooth func- 
tioning. This brochure does not deal with elevators or 
ramps, but with the hardware of garage doors, a subject 
which is itself sufficiently complex to fill 160 pages, each 
84% by 10 inches in size. The variety of such hardware is 
great enough to astonish anyone not familiar with the sub- 
ject, from the tiniest detail to the automobile turntables, 
which of course are useful in many places, since they render 
unnecessary the backward motion of-a car, often hazardous. 


Grant M. Simon 
Street, Philadelphia. 


announces his removal to 1500 Walnut 


Home Smith & Company announce the opening of new 
offices at Lambton Mills, Ont. 


Warren, Knight & Davis are occupying new offices in the 
Protective Life Building, Birmingham, Ala. 


A. Abramson, designer and builder, has opened offices at 
9316 Oakland Avenue, Detroit. He desires the catalogs and 
other publications of manufacturers 


Kenneth F. Jones announces the opening of an office for 
the practice of town planning and landscape 
at 910 Kahl Building, Davenport, Ia. 


architecture 


Robert W. Dickerson and Emery W. Rhoads announce the 
formation of a partnership under the name of Dickerson & 
Rhoads, with offices at 1001 Huron Road, Cleveland. 


Fred G. Rounds announces the opening of offices in the 
Advocate Building, Chehalis, Wash. He desires the samples 
and publications being distributed by manufacturers 


Samuel E. Hillger, architect, and Wallace P. Beardsley, 
architect and engineer, announce the formation of a partne: 
ship with offices in the Seward Block, Auburn, N. Y. 


Swartz & Ryland, of Fresno, announce the opening of a 
branch office at 301 Pearl Street, Monterey, Cal. They de- 
sire the catalogs and other publications of manufacturers 


In an advertisement which appeared in the July issue of 
Tue ARCHITECTURAL ForuM, Mr. Paul M. Hesser, Jr., was 
referred to as “Chief of the Bureau of Design, Bureau of 
City Architect, Philadelphia.” This was in error, inasmuch 
as Mr. Hesser was formerly the Chief of the Bureau of 
Design, but has been practicing architecture independently 
from his office in Philadelphia, for the past three years. 








VAN RENSSELAER P. SAXE, C.E. 
Consulting Engineer 


STRUCTURAL STEEL 
CONCRETE CONSTRUCTION 


Knickerbocker Building 


Baltimore 
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Through this miracle of 
engineering—the Holland 
Tunnel, connecting New 
York City with New 
Jersey—15 million motor 
cars pass annually. Ma- 
terials used in itscon- 
struction and preserva- 
tion have been put to the 
mostsearchingtests. They 
must hold upin service 

















n the most amazing Tunnel ever built 


SONNEBORN’S PAINT 


protects the structural steel 


When you think of building protection and preservation, it is well to think 
of Sonneborn. For Sonneborn, specializing in this field, has brought science 
to its aid in the creation of scores of leading preservative products—not the 
cheapest but the best on the market today. 


You know Lapidclith, the original concrete floor hardener. This is a Sonne- 


born product. 





Then there is Hydrocide Colorless for waterproofing exposed exterior walls. 
Unlike others, it will not run in hot weather or crack in cold. Like Lapido- 
lith, it penetrates deeply beneath the surface, giving permanent, deep seated 
protection. 


Lignophol, the penetrating preservative for wood floors, is without an 
equal for durable protection. 


And Sonneborn Paints—the Cemcoat line, Sonnotint and many others — 
are specialized products, each specially designed to excel in its particular pro- 
tective application. 


Name 


. r I I I ee el 1 

Specify Sonneborn | 
] A b-1 1 

L. SONNEBORN SONS, Inc., 114 Fifth Avenue, New York 

Products for ' in . 
o - | Please send information on the following products: 1 
Lasting Protection. I Lapidolith Cemcoat Interior Paint | 
1 Hydrocide Colorless . Cemcoat Floor Enamel j 
| SONNEBORN Cemcoat Exterior Paint . Lignophol | 
, I 
, ! 


SONS, INC. 


114 Fifth Avenue, New York 


Concern 
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Petro Oil Heat for Hospitals 


Most of the larger hospitals completed in 
New York City during the last few years 
have been equipped with oil heat. 


This definite trend is based upon the inher- 
ent ability of oil to generate steam more 
cleanly, more quietly, and more efficiently 





Partial List of Petro 
Installations in Hospitals 


Bates Tomamt, THOUPTTALS oc cc cc cvcesdccces -New York City 


Ry ae Boston 


Brooxs Hospital ............-. Brookline 


Forest Hriis Hospirar................--.-Jamaica Plain 


Meprcat Group 


ANGELL MEMorIAL (Animal)..... en 
Peter Bent BriGHAM HOospPITAL..... 
CARNEGIE LABORATORY ............- 
ee .  e 
HarvaRp DENTAL SCHOOL......... 
House oF THE Goop SAMARITAN........ 
HUNTINGTON MEMORIAL ...........-006+ | 
INFANTS HOSPITAL .......... 
Be OR OS ee ee ; 
MeprcaL ScHoot DorMITORY........... J 


HARVARD 


> Boston 


FreE HospitaL For WomMEN......... srookline 


ee ee re Cambridge 
Homeopatuic HospPITAL .. Providence 


a ae Re ard So A New York City 


MASSACHUSETTS GENERAL HosPITAL......... 


Atta Vista HospitTav... 


Boston 


MassacHusetTts Homeopatuic Hospirar..... Boston 


a eee Providence 


Str. Joseru’s Hospitac. . Providence 


RE RON cia c's Rae cnwemnw Beaks Brooklyn, N. Y. 


WestTERLY HospPITAL ... .. Westerly, R. I. 


Woorsecnnr TOSPITAL 2 ockcccccccccccvcsese Woonsocket 











than any other fuel. The dirt, dust and dis- 
order incidental to coal delivery and ash 
removal find no welcome at the modern 
hospital. 


The preference for Petro Oil Heating Equip- 
ment is very decided. With industrial burn- 
ers ranging in capacity from 50 h.p. to 1000 
h.p. boilers there is an exact size for every 
type and style of heating plant. The use of 
the heaviest grades of oil effect a noteworthy 
economy. 


Petro Oil Burners for residences will handle 
any radiation up to 17,500 sq. ft. of steam. 
All are listed by the Underwriters Labora- 
tories, all are automatic, all use the same 
grade of low cost fuel oil. Write today for 
technical data pertaining to Petro Oil Heat 
for any type of structure in which you are 


interested. 


REG. US. PAT OFF 


Industrial — Residential 
Approved by N. Y. Board of Standards and Appeals 


Petroleum Heat and Power Company 
Makers of Oil Burners since 1903 
STAMFORD, CONN. 


Fess System Company—(Subsidiary) San Francisco, Cal. 



















ARCHITECTURAL 





ENGINEERING 


AND 


BUSINESS Part Two 


Dependable OIL HEAT 


or Buildings of all Types and Sizes 


E™ TROL automatic oi! heat 
is as practical for apart- 
ments, churches, schools, libra- 
ries, banks and stores, as it is for 
private homes. Buildings of 
every type and practically every 
size are being successfully heat- 
ed with Electrol Automatic Oil 
Burners. 


Here is modern, automatic oil 
heat at its best...Quiet... 
Economical... All-Electric... 
Entirely Automatic operation. 
... Providing the comfort of an 
unvarying temperature, with 
convenience and a saving of la- 
bor. A flood of warmth for cold- 
est weather . . . Mild heat for 
mild weather—always thermo- 
statically controlled. 


The Oil Burner with 

The Master Control 
Every phase of Electrol’s oper- 
ation is under the automatic 
supervision of The Master Con- 
trol which stands watch day and 
night like a living sentinel at 
the furnace door, regulating the 
flow of oil, timing the ignition, 
governing combustion. 


A complete oil heating service is 
available wherever Electrol is 
sold, backed by a sound, large and 
growing manufacturing organization. 


When you specify Electrol automatic 
oil heat you know that the burner 
will be correctly installed. The men 
whodo the work have been thorough- 
ly trained at the factory. 


Following rigid operating tests at the 
factory the burners are received by 
Electrol dealers complete- 
ly assembled, just as they ¢ 
were when tested. An 
Electrol burner does not 
have to be assem bled be- 


ELEC 


Fhe OIL BURNER with Whe Master Control 


Listed as Standard by the Underwriters’ Laboratories, and bears their label 


Member of the Oil Heating Institute 
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The Master 
Furnace Man 





fore it can be installed, simplifying 
the installation and doubly assuring 
dependable operation right from the 
start. 
Purchase of Electrol can be financed 
along with the financing of the new 
building. 
Send for A. I. A. Folder 

Write for the Electrol Regulation A. 
I. A. Folder. Or, if you prefer, consult 
" the Electrol Sales and Ser- 
[eeeera vice Representative in 
. your city. Electrol, Inc. of 

Missouri, 179 Dorcas St., 
| St. Louis,U.S. A. 
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KNOW 
ELECTROL BY 
THE BUILDINGS 
IT HEATS 


The illustrations 
shown here indicate 
the wide variety in 
typesandsizesof build 
ings which are being 
successfully heated by 
Electrol, emphasizing 
its desirability what 
ever the heating re 
quirements may be 
Electrol operates with 
high efficiency in any 
type of heating plant. 





High praise of Electrol is 
bestowed by owners every 
where. The fine things which 
are being said about the Elec- 
trol automatic oil burner 
might imply that it is high in 


price... . Electrol comfort is 
within reach of all. 


This Coupon is for Your Convenience 


Electrol, Inc. of Missouri, 
179 Dorcas St., St. Louis. 


Gentlemen: Please send the Electrol Regula 
tion A.I.A. Folder. 


Name 


Address 
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YORK success is attributable to the fact that 
most refrigeration problems are intricate and 
require the kind of specialized engineering 
ability which yorK engineers are qualified to 
offer. Systems designed, recommended and 
installed by yorRK engineers exactly meet the 

peculiar requirements of each user. 


refrigeration haar oo 
hae been solved, you 
gener cally will find thet 


illustrations show the 
YORK installation in 
the establishment of G. 
J. Fuerth & Co., New 
York, importers and 
exporters of furs. 





YORK Refrigeration is avail- 

able in many types and capaci- 

ties to meet the requirements of 

every business which needs re- 

—— YORK engineers 
are glad to co-operate wi ith 

architects on any ques stion in- 
volving refrigeration. 


Ask us to show you how to get the most 
efficient refrigeration at lowest cost. 


YORK 


ICE MACHINERY CORPORATION 


RK N 














Anaconda now offers Brass Pipe 
to meet all conditions 


for normally corrosive waters— Anaconda 67* Brass Pipe 
for highly corrosive waters— Anaconda 85* Red-Brass Pipe 


HANGING conditions due to the chem- 

ical treatment of water to insure purity 

and to the rapid growth of population, 
with the consequent need of going far afield 
for water supplies have brought about new 
problems which seriously affect the average 
life of water pipe. 


Sixteen years ago the Ameri- 
can Brass Company, antici- 
pating present day corrosion 
problems, undertook through 
exhaustive tests to determine 
the alloys of copper and zinc 
which most effectively resist 
various degrees of corrosion. 


From 1912 to 1922, pipes 
made of different metals were 
subjected to the constant ac- 
tion of extremely corrosive 
water at a regulated tempera- 
ture of 70° F. Conditions 
were carefully controlled to 
insure uniform comparative results and at the 
conclusion of the tests, the specimens were 
carefully examined and analyzed. 


During the su. ceeding six years these labora- 
tory results were checked by further experi- 
ment and actual usage. As a result of this 





Sixteén years ago the American Brass Company’s 
metallurgists began exhaustive tests to determine 
the copper alloys which best resist various 


degrees of corrosion encountered by water pipe. 


research, The American Brass Company now 
offers two kinds of Anaconda Brass Pipe to 
meet every degree of corrosion. 


When normal water conditions prevail—when 
waters are not of high permanent hardness— 
Anaconda 67* Brass Pipe is recommended for 
distribution lines. This pipe 
contains not less than 67% 
copper and is semi-annealed, 
seamless and guaranteed to be 
structurally sound and physi- 
cally perfect. 


For conveying filtered waters 
anc surface waters, particu- 
larly when drawn from 
sources of peaty origin, which 
may be high in carbonic acid 
content and low in alkalinity, 
Anaconda 85* Red - Brass 
Pipe is offered as the best cor- 
rosion-resisting pipe commer- 
cially obtainable. It contains 
not less than 85% copper, is 
semi-annealed, seamless and guaranteed. 


For underground service lines with threaded 
fittings, and for other pipe lines subjected to 
corrosion from the outside as well as the in- 
side, Anaconda 85* pipe is recommended re- 
gardless of the water conditions. 


*The trademarks “67” and “‘85’” are registered in the U. S. Patent Office and in Canada. 


The Technical Department of The American Brass Company is prepared to 
cooperate with Architects and Engineers in determining the character of 
local water supplies and to recommend the correct alloy of Anaconda Pipe 


to use under specific conditions. 


THE AMERICAN 


BRASS COMPANY 


General Offices: Waterbury, Connecticut Offices and Agenciesin Principal Cities 


Canadian Mills: Anaconda American Brass Limited, New Toronto, Ontario 


ANACONDA BRASS PIPE 
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